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No. 201 
THRUSH 


x 
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wholesaler—or 


H. A. THRUSH &CO. Box459 PERU, IND. 


Please send us more information concerning the complete forced 
circulating Thrush Flow Control System and Thrush Heating 
Specialties which increase heating efficiency and reduce installa- 
tion and labor costs. 


NAME 





ADDRESS 
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ON ACTIVE SERVICE 


FOR Yeas | 


in schools and 
institutions - 























VOGEL NUMBER TEN. The durable, HE VYQGEL Number 10 Closet has won the 
economical, seat action closet. right to leadership through many years of 


yj : 7 ; " ‘ } > TV . ° . ‘ . e 
Vitreous China Bowl, heavy active service in Schools and Institutions... 


bronze and nickeled brass ;, i" 
Kast, West, North, South .. . everywhere. 


hardware. Enameled drum 


shaped pressure tank. If con- Rugged construction with fewer moving parts 
cealed pressure tank is desired guarantees long, trouble-free operation. Low 


specify Vogel Number 10-A. 
pecify Vogel Number water consumption—less than four gallons for 


® a powerful flush—offers further economies 
when water costs are a considerable factor. | 


For every School and Institution installation 


specify VYQGEL Number LO. 


JOSEPH A. VOGEL COMPANY 


Wilmington Delaware 
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Pumps and Water Systems 
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Sales! Sales! Sales! Deming ‘JET’ and ““TURBO- 
FLO” Pumps and Water Systems are breaking sales 
records everywhere! Outstanding features of these 
popular Deming lines plus a complete range of 


The Deming “Turbo-Flo” 


A centrifugal-turbine type of shallow 
well pump available in two distinct de- 
signs: Close-Coupled (with pump close 
to motor); and Flexible-Coupled (with 
Motor entirely separate from pump). 
Capacities range from 240 to 1200 
gallons per hour for wells with a total 
wuction lift of 28 feet or less. 

Write for illustrated Bulletin 8000 
which explains all details about Deming 
"Turbo-Flo” Pumps and Water Systems. 


Buy Through Your Deming Distributor 


types and capacities make it easy for 
Deming Dealers to meet every demand 
for the two new types of pumps and 
water systems. 

Deming offers you everything you 
need to boost sales in your locality. 
Ask the Deming Distributor near you 
or write to us for complete details. 


THE DEMING COMPANY - SALEM, OHIO 


Deming Jet Pumps and Complete Water Systems 


Designed for wells where total lift is from 200 to 4500 gallons per hour. 
from 15 to 120 feet. Two-Pipe and Outstanding features of design, con- 
Single-Pipe models. Pumpcanbe placed _ struction and operation of Deming Jet 
directly over well or at a reasonable dis- | Pumps are illustrated and explained in 
tance away from well. Capacities range _—_ Bulletin J-4900-B. Write for your copy! 
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(Top) Partial view of Franklin Gardens development in Elmont, 
L. I., being built by Turnpike Homes, Inc. Prices range from 
$3,290 to $4,750. Ozone Plumbing and Heating Corp., of Ozone 
Park, N. Y., is the Heating and Plumbing Contractor. ( Above) 
Home of Robert Irving in Franklin Gardens in which equipment 
below is installed. 


(Below) 26 section 4-tube Arco Ra- 
diator installed in living room. 4 and 
3-tube Arco Radiators are used ex- 
clusively in Franklin Gardens homes. 


June, 1940 


(Left) Hand-Fired Redflash Boiler No. 1 in- 


stalled in basement. 
the No. 7 Ideal Oil Boiler is installed. 


and here’s how to get your share of this profitable business! 


OUR FUNDAMENTAL FACTORS influenced the choice of Amsricay Heating Equipment 

and “standard” Plumbing Fixtures for this small home development in Elmont, 
L. I. — Suitability ... Quality ... Price... Name. 

And these very same selling points can swing small home sales your way. For 
regardless of the requirements, you can meet every need with the complete line of 
Ideal Boilers and “Standard” Plumbing Fixtures. 

Right now it will pay you to check over the long list of Ideal Boilers for automatic 
or hand-fired coal, oil or gas - and the scores of “Standard” Plumbing Fixtures - 
all built to bring you sales and profits in the small home field! 

In addition you can encourage extra modernization sales of Amssicay Heating Equip- 
ment and “Standard” Plumbing Fixtures with our Summer Finance Plan: No pay- 
ments till October 15th — up to 3 years to pay on easy monthly terms. On “Standard” 
Plumbing Fixtures alone the usual Finance Plan applies. Both plans bring you cash 
on installation! For full details consult your Wholesale Distributor or write — 


g Standard 
Sanitary 


Ami RIC AN HEATING EQUIPMENT 


COST NO MORE THAN OTHERS 


+ “4 
Dtanrdard pPiwmaing rixcwers 


American 
Rap1aTor 
NewYork CORPORATION Pittsburgh 


Cast Iron & Steel Boilers & Furnaces for Coal, Oil, Gas * Radiators * Plumbing Fixtures & Fittings 





Air Conditioners * Coal & Gas Water Heaters « Oil Burners * Heating Accessories 


In some of these homes 


Kitchen showing the “Standard” Flat Rim Sink 
P-7021-D used in the 35 homes now built, and 
planned for the additional 75 to be constructed. 


Bathrooms feature Master 
Pembroke Bath, Modernus 
Closet F-3250 with F-4050 
Tank, Cliff Lavatory P-3122. 


Visit our building at the New York World's Fair. 
Ask for 
Mr. Frank Stubbs, our Exhibit Manager. 





Copyright 1940, American Radiator & Standard Sanitary (orporation 
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Heavy Bead 


Grabler’s Four 
Challengers That 
Give Relief From 
lime - Wasting Grief 


Use these TRUSS FITTINGS and 
GET ALL YOUR MARGIN on the job 


“strong-armed’ wrench. ® Ask your wholesaler to 


There's grief-saving stamina aplenty in Grabler 
Square “Gees”. . . give-and-take stamina that lets 
mechanics “bear down” and sail through jobs with- 
out a hitch... no “easing off’ as the fitting goes 
home fast and tight to a leakproof joint. The 
exclusive truss construction 
gives Square “Gees” extra 
strength wherestrainisgreatest 
...@xtra stamina to stand the 
gaff of the journeyman’s 


supply you with Grabler Square “Gees”... the 
fittings with the four challenging features that cut 
down pipe-fitting grief and hold down your costs on 
the job. Order fittings by name—ask for Grabler 


Square “Gees”. 
+ a 


THE SQUARE “GEE” LINE INCLUDES: Malleable fittings * Unions 
* Rail fittings *« Cast iron steam and drainage filtings * Patented 
fittings * Brass fittings and unions * Steel and brass nipples * Hangers 
* Floor and ceiling plates * Copper tube solder type fillings. 


THE GRABLER MANUFACTURING COMPANY 


GRABLER 6565 Broadway « Cleveland, Ohio 
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HERE’S THE WAY T0 
GET MORE BUSINESS 


The best way to get more business is to go after it with Plumbing 
products that deserve it. 


This Plumbing business isn’t so tough if you stick to Quality 
and don’t start knocking prices down to peanut size. Business is 
not going to the bow-wows and price cutters as long as two-fisted 
Plumbers and Wholesalers stick to good merchandise, properly sold 
and installed. 

There’s plenty of price competition around—we all know that 
—but the answer lies in better products backed by more selling 
and less yelling. Remember—the chap who cuts prices too far also 
cuts his profits and eventually will have to cut Quality. When that 
happens good merchandise and competent workmanship are likely 
to have one competitor less. 

Here at Scovill we manufacture for Plumbers and Wholesalers 
smart enough to get their profits by good plumbing competently 
installed. It’ll pay us both to get together. 





Masters of Metal 


IMF™ “‘See You in Cincinnati in June’’ Every Plumber and Wholesaler 
will want to make a special effort to attend the N.A.M.P. Show this year, 
held in the Roof Garden of the Hotel Gibson, Cincinnati, Ohio, from June 10th 
through 13th inclusive. As usual the show will exhibit all ‘that’s newest and 
best in Plumbing supplies together with the latest wrinkles on how to use and 
sell them. This year there’s a special reason for attending—the present condi- 
tions facing our Industry will be analyzed and discussed in detail. 

As always Scovill will be on hand to greet you. You will find us in Booth 
20, close to the entrance to the Convention 
Hall. Don’t miss the most important N.A. 
M.P. Show in years — we'll be seeing you! 


“}J-1358-7 ty It sounds like an auto 


license but it’s the Scovill catalog number for the 
best Diverter anybody’s money can buy. Look at 
the two drawings. Knob down 
—water to tub. Knob up— 
water from shower. Mix water 
from “‘hot”’ and ‘‘cold”’ valves— 
test the tub spout—lift knob, 
and shower is on. No accidental 
showers possible with knob 
down. Your customers will be pleased with the per- 
formance, and you will be pleased with the price 
and profits. 





SCOVILL 
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__ SELL "EM 


A MONEY-SAVING SHOWER} ¥ 


with this small size Scovill Showerhead that uses 
30% less water and whittles water heating bills 
away. #1466 has a perforated 2-inch face and de- 
livers a 20-inch diameter man-sized spray when 
set 5'6’’ above the floor. Its balljoint permits the 
water to be pointed in any direction. Its trim lines 
and gleaming chromium dress up the bathroom, 
Here’s a showerhead that can really carry the mail 
—one that will put new profits in your pockets 


HERE’S SOME EASY MON 


No matter how many soap dishes a house may; 
have, every home can use at least one oat: good 
one. And that’s ; . 
where the Scovill } ‘ 
#116 Chain Stay er 

oe . 
Cr 



















Soap Dish comes 
in. Its heavy 
brass dish is an 
integral part of 
the chain stay, 
and the chain itself has the gapless key-ring 
type of fastening so that it cannot be lost. All visi- 
ble parts are heavily chromium plated and add 
sparkle and beauty to any installation. Soap 
dishes may be prosaic plumbing but #116 packs 
a profit for every Plumber that pushes it. 


THERE’S NO STRAIN 
IN SELLING THIS STRAINER 


Give the Housewife a strainer that really works 
and she’ll part with her money without pain— 
and the Scovill #1566 Crumcup Strainer is just 

= the thing to speed the deal. 
Ample space between the 
Crumcup wall and the 
strainer bottom wall insures 
fast draining even should 
the Crumcup bottom get 
plugged. Extra large holes 
at the sides and bottom of 
41566 give it the speed and efficiency the house 
wife wants. Don’t pass up 41566 unless you 4f 


in business for fun. hits | 
a 
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J-410 __' 


WASTE FOR DOUBLE 
COMPARTMENT SINKS 


r’s a Continuous Wash Tray Combination for 
inch centers that won’t go sour in Sales or Service. 
acast twin elbow and two 14-inch O.D. elbow 
tetubes. You can put J-410 in a Job and forget 
Like all Scovill products it’ll never let you down. 
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7 
SOUBLE SOLDERED LEAD WASHER 
CLEANOUT BUSHING SWIVEL JOINT 


Thisdouble wall of solder Stays water-tight with- 
tills leaks and profitless out repacking nomatter 
cial trips. Cast brass how often broken and re- 
teanout nut fits flush made. No vulcanizing— 
wth inside wall of trap. sealing—or wasted time. 


S DIFFERENT AND IT’S BETTER 


addition to the time-and-trouble saving features 
mtioned above, the Scovill Lead Joint Trap has 
m Pipe Size brass nuts and collars to insure a 
“wrench grip and reduce close threading on inlet 
f Swivel joints. In this trap a beveled collar fits 
tthe trap tube and rests on a shoulder formed 
, the trap tube mouth then being shaped to 
bevel. No soldering on the job to go sour. If 
Sovill Lead Joint Trap is new to you, you 

Probably been missing some quick and easy 
mts. Get aboard today! 
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Morency Van Buren Division, Sturgis, Michigan 


Waterville Division, Waterville, Connecticut 
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Every time you put brass pipe and copper tubing into a Job you 
bet the profits of the whole plum! ing installation on the quality 
of the material you use. It costs money and plenty of it to re- 
place pipe or tubing that failed to stand the gaff. That’s why 
the Scovill trademark on brass pipe or copper tubing is profit 


insurance wherever it is used. 


Here at Scovill we take the guesswork out of every length we 
sell. Our raw materials are tested with the utmost care and the 
alloying, annealing, and every other step in the whole manufac- 
turing process is double checked all along the line. Then—before 
we ship it—we put the finished product up against 1000 Ibs. 


water pressure and 80 lbs. air pressure. 


Our stuff has a pedigree 


for punishment or it never would get to you. 

If you want brass pipe and copper tubing that’s tougher than 
the job it’s got to do—if you crave pipe that cuts fast and clean 
and will really take a thread—then you want Scovill and nothing 
less. When it comes to pipe and tubing you can’t afford to guess. 


TAKE THE GUESS WORK OUT OF GETTING BUSINESS 


It’s possible—but not profit- 


ble—t bus! é 
hit and miss basis. These two MAM IS Me RTL ae 
Scovill Sales-Getters help you 
plan for tomorrow’s business. MAN FAMILIAR WITH THIS PLUMBING 


The Johnny-on-the-Spot 
cards are exactly what the 
name implies—they keep your 
name, address and telephone 
number right on tap for future 
business from every job of yours. 
Each means daily advertising 


WRITE US RIGHT AWAY FOR FREE SUPPLY OF 


Business Finder Cards 


THEY LL BOOST YOUR BUSINESS AND YOUR BANK ROLL 





SCOVILL BUSINESS FINDER 


USE THIS CARD TO KEEP AN ACCURATE RE- 
CORD OF POSSIBLE REPLACEMENT WORK IN 
YOUR SECTION. 




















TYPE OF B’LD'G DATE 

LOCATION 

OWNER’S 

aa an =n 
SADORESS 








without cost toyou. See your Whole- 
saler and find out how to get your 
Johnny-on-the-Spot cards free. 


Business Finder Cards are a quick 
and easy way of keeping track of 
potential replacement work in your 
neighborhood and the work you 
are doing to get it. They help you 
rack up every penny of profit from 
each prospect by keeping in front 
of you a list of all the products each 
prospective customer needs—and 
serving as a continual reminder 
that now is a good time to get 
after those sales. Business Finder 
Cards are free—just ask your 
Wholesaler or write to us. 























SHALLOW 
WELL 


EJECTO 
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Now that running water has become so firmly entrenched in suburban and 
rural localities, the water front for Myers Water Systems knows no limitations. 

Dealers who have stepped in line with Myers for greater profits are report- 
ing more and more installations every day. With new prospects on every hand, 
with the urge to have running water uppermost in their minds, little wonder 
Myers dealers have enthusiastically accepted the Myers Program to help them 
increase their sales and profits. 

And what's more, we cannot help but feel that any dealer anywhere will 
have an easier and more profitable selling job when he joins with Myers and 
makes his store the real water system headquarters in his locality. 

Highest quality, adequate capacity, economical performance, durability— 
add to this splendid combination of sales features the plus value of the Myers 
Program—today it's easier and better to sell Myers than ever before. 

Write us or ask your Myers distributor for information regarding the Myers 
Program. 


THEF.E.LMYERS & BRO. co. 


ASHLAND, OHIO. 





PUMPS — WATER SYSTEMS — SPRAYERS — HAY TOOLS — DOOR HANGERS 
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WHITE SEAT? 






Moulded under hydraulic pres- 
sure, this one-piece core is 
moisture-proof and split-proof. 
It is covered with genuine 
sheet pearl, 













SEAMLESS SEAT \ tasco | 


Good ae | | | (Wiza A 0 Poa r [ 


\ 








PULARITY has made the STASCO WIZARD PEARL seat a big seller and this 
volume production has, in turn, brought the price down to where this seat now 














costs no more than a good-quality, white seat. That’s making it more popular than 





ever! You’ll find this seat easy to sell. It dresses up a bathroom in the modern 
manner, adding that touch of color and luxury that is the trend of the times. The 
six popular colors are non-fading. The high quality Marine Pearl Sheet Pyroxylin 
finish is applied by our own special process, double lapped at all joints, over a 
seamless, moulded core that is guaranteed not to warp or split. In spite of its low 


price, IT CARRIES YOUR FULL MARGIN OF PROFIT. 


FREE! Write for this sales-making color scale 
that shows actual samples of WIZARD PEARL’S 
six standard colors. - 














STASCO SANISEAL— STASCO ERBONITE-— STASCO SNO-WHITE 

Seamless inside and out- Moulded, one-piece vul- — Seamless Pyroxylin on 

side. For the better-type canized hard rubber. For seamless core. For low- ; ae 
homes. public installations. cost jobs. COLOR SCALE 









SPAIN DARD “PAINE ED SeAvP CO. cawroan, N. J. 
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GIVES YOU ALL 
THE ANSWERS 


260 PAGES 


ASK THE MAN WHO SUPPLIES YOUR HEATING 
EQUIPMENT HOW YOU CAN OBTAIN YOUR COPY 


B:6 HAND BOOK 
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® Kohler “GCG” 
tested and rated in accordance 
with the boiler testing code of 


type boilers are 


the Institute of Boiler and 


Radiator Manufacturers. 

















Improved internal 
circulation in sections 
and between sections, 
due to extra-large nip- 
ples partly below the 
water line. 


“Top orr” with gentle RADIANT HEAT! Kohler ecast- 
iron, small-tube, compact radiators are specially 
designed for concentrated heating surfaces in 
small space. 








Built-in water heater — di- 
rectly for 
kits 


sect ion. 


below water line 
maximum efficiency. 


side of back 


Two sizes: 40 and 100 gallons. 


either 








(Above) New five-tube radiator, 25 inches high, 
designed for recess installation. Note trim, mod- 
ern lines and ample spaces between tubes for free 
circulation and easy cleaning. All popular sizes. 


KOHLER 





of KOHLER 
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WE'D LIKE YOU 
TO KNOW WHAT 
WE THINK, 
MR.PLUMBER 





E ARE GRATEFUL for all you are doing to create 
a modern, healthful and livable home for us; for 
the efficiency and long life of its equipment. 
“Most of all we appreciate your recommendation of Case 
fixtures of proven quality. We realize they pay a daily 
dividend of good looks, health protection and trouble- 


free performance.” 


Here’s one thing you can count on: a// your customers 
will be grateful for Case Plumbing Fixtures. Distributed 
nationally by plumbing supply wholesalers. For full in- 
formation, write Dept. F60, W. A. Case & Son Mfg. Co., 
Founded 1853, Buffalo, N. Y. 


Se Of ee PLUMBING 


Been fe 
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OF RE 


was installed 


$2 500,000 -2601 Parkway Building, Philadelphia, 


in the heating system of the 





serving 509 apartments, @ 200-car garage, 


1 office building and a restaurant. 


Plumbing and Heating Cont. 
Woolston -Woods Co. 





General Con tractor 


Aaron Colish Turner Construction Co. 





* REG. U.S. PAT. OFF. 


REPUBLIC STEEL CORPORATION 


GENERA 
Lb OFFICES. «<->» Chae ae 
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PICTURE OF A 
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CONTROLS @ In addition to constantly improving performance, Minneapolis-Honeywell 
has consistently reduced control prices. Down through the years its engineers 


have kept pace with the increasing demands of the automatic heating in- 


id 
WO 
— 
co 
= 
i) 
— 
— 
ca 


dustry. They have matched new developments with new controls, always work- 
ing toward the goal of greater values. Compare the price of the thermostat of 
even ten years ago with that of the 1940 Chronotherm pictured above. Then 
compare the performance. Fifty years have proved that standardizing on 


Minneapolis-Honeywell is sound sales insurance for manufacturer and dealer. 


MINNEAPOLIS-HONEYWELL 


Minneapolis-Honeywell Regulator Company, 2801 Fourth Ave. S., Minneapolis, Minn. Canadian Plant: 
Toronto, Ontario. European Plant: London, England. Company owned branches in 49 other cities. 
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People within a 100-mile radius 
of Dothan, Alabama, are de- 
cidedly steam and hot water 
conscious. C. Lester Ray's 3- 
year sales record in this terri- 
tory far and away exceeds the 
normal 10-year volume. Mr 
Ray, who is President of the 
Southeast Alabama Plumbing 
& Heating Assoc. is pictured a 
here (back to camera) explain- Bes 
ing to Architect H. L. Holman, 
Jr. (facing camera) that Modine 
Convectors have every advant- 
age of any convector, plus many 
that only Modine can give 





‘‘See Lester Ray’’ advertises C. Ray installs Modine Convectors 
Lester Ray—but three-quarters of —_ almost exclusively. Modines mean 
his time this successful Alabama greater customer satisfaction, and 
plumbing and heating contractor his business is based on that. He 
is on the outside ‘‘pushing’’ steam 


likes the better cooperation he gets 


and hot water. peal: 
from the Modine organization. 





Ray specializes in convector heat- Most important, he saves 10 to 25 
ing; makes most of his sales direct minutes labor-time on every Mo- 
the owner, though he never ne- dine his crew installs. That's be- 
glects the architect or general con- cause Modines have the manually- 


tractor. To the owner, Ray stresses 
the modern smartness and beauty 
of convectors, and the flexibility, 
and safety, with less-cost-per-year 
economy of steam or hot water 
systems. literature. 


installed enclosure front—attach- 
ed in 30 seconds, without tools. 
Ray makes more money with 


Modines—so can you! Write for 





Modine Panel Front Recessed Convector, 


MODINE MANUFACTURING COMPANY, 1722 Racine St., RACINE, WISCONSIN with double fluted grilles. 


Your Modine representative’ s name is WRITE FOR CATALOG 


in your phone book's ‘‘ Where to Buy it’ 


, . ' section under Heating Apparatus. 
NO BOLTS, NO SCREWS THE modi WITH THE 


oe MANUALLY REMOVABLE ENCLOSURE FRONT 
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TP sioan 
LO-FLO 


A Flush Valve Water Closet 
for Small Piping 


@ Sloan engineers, with 33 years of flush valve experience and 
intimate knowledge of every make of closet bowl, have pro- 
duced a flush valve closet combination that brings to residential 
installations with small piping the advantages now enjoyed by 
buildings with large supplies. Here’s what to expect from 
LO-FLO— 


HALF THE RATE OF FLOW ORDINARILY REQUIRED! 
The LO-FLO Closet Combination will give a positive, cleansing 
flush at a rate of flow of 12 gallons per minute. This rate is easily 
attainable in most residences and thus, for the first time, the 
advantages of a Sloan flush valve installation are available to 
home owners. 


ABSOLUTE QUIETNESS! You'll have to revise your 
ideas of quiet action when you fry to hear the LO-FLO. 
No turbulence, no hissing refill—just a quiet murmur 
that is almost inaudible nearby and which cannot 
penetrate a closed door. Nor are piping noises tele- 
graphed, even at pressures as high as 100 pounds. 


AUTOMATIC ADJUSTMENT! Fluctuations in pres- 
sure, SO Common in small piping installations where 
the demands of one fixture rob the supply to another, 
do not affect the action of the LO-FLO. An automatic 
throttling valve adjusts itself zustantly to pressure vari- 
ations up to 100 Ibs. so that the valve constantly ad- 
justs itself to the exact requirements of the bowl. 


AMAZINGLY CONVENIENT OPERATION! The 
unsightly handle is done away with. In its place is a 
molded rubber bumper, operated by a slight pressure 
‘from the seat cover, a device so simple and obvious 
that perfect sanitation and freedom from carelessness 
is assured. 

The entire combination is protected by a vacuum 
breaker approved by the National Plumbing Labora- 
tory and local authorities everywhere. Write for com- 
plete information today. 














The streamlined housing which covers the flush valve is Remember that for regular flush valve installations Sloan Quiet- 
easily removed for inspection. The entire combination is Flush Valves —— genuine Sloan quality with the quietest oper- 
compact and space-saving, roughing-in normally at 10” ation available today. You have to LISTEN to hear a Quiet-Flush 


with ample tolerances for both water and waste connections. Vale in operation! 


THIS SIMPLE DEVICE CAN PREVENT AN EPIDEMIC! 


The Sloan V-100-B Vacuum Breaker fills a vital need and inexpensive method of obtaining positive safety 
| fobs ee cat aoe con ae — fixtures with a “se 

small su es a low rate w, such as are Pier certai com 
te found in hospitals, hotels, restaurants, te ood ro : kikete ie okie she oe th ena 


f beauty parlors, etc. a eioeee= y can back. regard- 
J 4 Subjected to tests more severe than wilkavex be en- = of vacuum, or the ess ‘with 
provides a simple | 





countered in service, the V-100-B 


Se wae BALVE LO. CHICAGO 
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ou wont find scale, slag or 
burrs i Whit Pye - 


PR ais & — 


@ WTS CLEAN | 









@ Try Fretz-Moon Pipe on your next piping job. Pick out any length or a 
dozen lengths and inspect closely. You'll find the inside surface as clean and 
smooth as the outside — free from scale, slag, dirt and burrs. 

Why? Because Fretz-Moon Pipe is made by a CLEAN process of manufac- 
ture. During heating, the skelp has no chance to pick up foreign matter 
from the furnace bottom. After welding, scale is broken off by special rolls 
and thoroughly washed from the pipe. Galvanized pipe is blown clean by 
superheated steam. 

You can use Fretz-Moon Pipe on any piping job—with assurance that it 
will provide full, clean flow and long, satisfactory service. TRY IT — and 


know the difference. If your distributor doesn’t stock it, write — Fretz-Moon 


Tube Co., Inc., Butler, Pa. 


To meet various conditions, TFretz-Moon 
Pipe is made in steel and copper-bearing 
steel—black and galvanized finishes—and 


in uniform 20-foot or extra long lengths. 


ous weld pipe 
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On Any Old Type Shower Head 
Turned in on Replacement Instal- 
lations Involving Six or More... 


Sneakman ANYSTREAM 


SHOWER HEADS 


(See Your Jobber for Complete Details) 


Don't miss this wonderful opportunity to give your customer the 
utmost in shower performance. Schools, Colleges, Hotels, Hospitals, 
Apartments, Clubs and ¥.M.C.A.’s are large users of shower heads 
and are therefore the most logical prospects. As this offer is for 
a limited time only, get full details today. 


ALL FROM THE SAME “ANYSTREAM” HEAD 





A quarter turn further 
provides a “Normal” 
gentle spray. 


A further turn gives a 
**Flood’’ spray, flushing 
out all sediment. 


A quarier turn of the 
lever handle gives a fine 
** Needle"’ spray. 











ADVERTISING HELPS 


® To help you cash in on this unusual offer, we will supply 
ou with this new, two-colored, 8 page ANYSTREAM 
elf-Cleaning Shower Head circular imprinted free of 
charge with your name. Write today for your supply. 








SPEAKMAN COMPANY, Wilmington, Delaware 
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S$-2250—ANYSTREAM SELF-CLEANING 

SHOWER HEAD with Lever Handle Control 

(Patented) 42-inch I. P. S. inlet, provides choice 

of a to suit bather. Economical water con- 

sumption. Will not stop up. Also obtainable 
with Lockshield Control (S-2255). 





S-2260—SPEAKMAN ANYSTREAM SELF-CLEAN- 

ING SHOWER HEAD. 1'4-in. I. P.S. back inlet. 

Vandal proof type. Also obtainable with side 
inlet for exposed installation (S-2265). 
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For Heavy Duty Jobs, Try this 
Compact, Modern Style Thermostat 


How often, in the past, have you in- 
stalled a big, out-of-date thermostat on a 
circulator, unit heater or blower job, just 
because a really modern appearing, small, 
compact line voltage thermostat wasn’t 
available? 

Every year, more and more such in- 
stallations are made in locations where an 
attractive thermostat is a real asset in 
making the sale. Wherever such an in- 
stallation is made, a thermostat that is 
both accurate and attractive will do much 
to make satisfied customers and new 
prospects for you. 


Penn has designed the Type 874A01 
Thermostat to meet this need for a heavy 
duty line voltage thermostat that is dura- 
ble for heavy duty work, accurate for 
genuine automatic comfort control, and 
styled for the most modern surroundings. 


Here is a thermostat that is no larger 
than many of the low voltage pilot thermo- 
stats on the market today. Sensible stream- 
lining of the exterior and restrained use of 
decorative features actually make this 
thermostat appear even smaller than it 
really is. The deep drawn brass cover, fin- 
ished in neutral dull antique silver and 
framed by a narrow molding of the bake- 
lite base, presents a pleasing exterior that 
is ‘at home”’ in any location. 


New, but Service-Proved 
Features do the Work 


Experienced heating engineers and in- 
stallation men will recognize in this new 
thermostat many of the basic features that 
have made Penn Types A and B heavy 
duty thermostats so serviceable and so 
satisfactory over years of service. Yet, 
even these basic features have been refined 
and improved by Penn engineers for 
greater simplicity of design and more accu- 
rate temperature control, without sacrific- 
ing trouble-free performance and long life, 
even at maximum load. 


Service-proved advantages of Penn Type 
874A01 Thermostats include the perma- 
nent magnet type, snap-acting electrolytic 
silver contacts, incorporating an Alnico 
magnet, the most powerful and most 
permanent magnet yet devised. A simple 
differential adjuster makes possible instant 
adjustment, by the installation man, to fit 
any application, yet, because this ad- 
juster is concealed under the cover of the 


More information on what Penn Controls will 
do for you — One of a Series. 





NEW BIMETAL DE- 
SIGN provides an ex- 
tremely powerful tem- 
perature element, yet 
assures prompt response 
to even small changes in 
air temperature. Single 
piece bimetal is slotted 
so that air movement is 
over all coils and all sur- 
faces, providing ex- 
tvemely accurate tem- 
perature control. 


























MAGNET CONTACT ACTION, originated by 
Penn, with improvements which include the new, 
powerful Alnico magnet, handle the current carry- 
ing jobin the Type 874A01. Note the generous size 
of the electrolytic silver con- 
tacts, as shown at the right. 
Contacts open and close with 
the armature mass moving at 
full speed. Rated to 1 H. P. 
110-220 V. A.C. 10 A. Non- 
Ind. 110 V. A.C. 7%4A. Non- 
Ind. 220 V. A.C. Pilot Service 
5 A. to 250 V. A.C. or D.C. 








control, tampering by uninformed users 
is discouraged. 


Sturdy brackets are used for mounting 
the operating parts on the base. These, 
plus a light but strong angle or “‘L”’ section 
frame which supports all adjustment ten- 
sion during extremes of temperature, as- 
sure continuously satisfactory performance 
over many years. Penn’s method of season- 
ing bimetal temperature elements by re- 
peatedly and alternately subjecting the 
bimetal, after working, to extremes of 
temperature far above then far below 
operating temperatures, assures perma- 
nent accuracy of calibration. 


Designed to Save the Instal- 
lation Man’s Time 


Install a Penn Type 874A01 Thermo- 
stat. You'll decide that an installation man 
must have designed it. Every possible in- 
stallation time saving feature has been 
built into this thermostat. 


Molded terminal barriers on the back of 
the bakelite base serve as wire guides to 
simplify wiring and prevent stray strands 
from ‘‘shorting’’ between terminals. 
Mounting plate supplied fits standard out- 
let box (see below). Two mounting screws 
which attach the thermostat to the mount- 
ing plate are located so that “‘shorting’”’ the 
thermostat circuit while mounting is virtu- 
ally impossible. 

Penn Electric Switch Co., Goshen, Indiana. 
In Canada: Powerlite Devices, Ltd., Penn Elec- 
tric Switch Division, Toronto, Ont. Export: 
100 Varick Street, New York City. Branches 
and representatives in principal cities. 


DIAL is bakelite, plainly 
marked for all settings. 
Located at top for conveni- 
ence in making desired 
changes. A dial lock screw 
under the cover takes care 
of jobs requiring locked set- 
ting-—--inaccessible to user 

.. convenient for installer. 
Dial is double insulated from current carrying 
parts of the thermostat. 

















MOUNTING IS. EASY 
with the Type 874A01. 
Regularly supplied with 
mounting plate which fits 

standard outlet box. Wall 

mounting on new installa- 
tions is simplified by rough- 
ing-in box and wiring with 
other electrical work. Ther- 





mostat canthen be mounted 
after walls are finished. Or, ~~ 
suspended mounting under * a! 








a unit heater on a short run ’ 

of conduit is equally easy. ? oe 
Special conduit box availa- 

ble on order. 
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Practical demonstration 
of TRANE slogan 


TEAMWORK with ARCHITECTS - ENGINEERS - CONTRACTORS 


OTEL ST. PAUL in St. Paul, Minnesota, 
modernizes through Trane Teamwork. 
Six years ago architects and engineers were 
engaged to carry out a long range program. 
Old non-income producing spaces were con- 
verted into profitable hotel enterprises—the 
old billiard room became the Club Casino, the 
ornate dining room emerged as a streamlined 
Coffee Shop, and the Colony Club was trans- 
formed into the gay, popular Gopher Grill. 
Serving the modernization as well as new 
building requirements of all types of struc- 
tures everywhere is the broad and inclusive 
line of Trane heating and air conditioning 
equipment. Into Hotel St. Paul went Trane 
Water Cooling Coils, Trane 


Blast Heating Coils and Trane T - * 


THE TRANE COMPANY 


Direct Expansion Coils to provide year around 
air conditioning for certain areas in accord- 
ance with the specifications of the architects 
and engineers. Trane Convectors provide 
clean, comfortable warmth in refurnished 
guest rooms, and Trane Steam Heating Spec- 
ialties serve the entire guest room portion of 
the heating system. The garage includes 
Trane Unit Heaters. 

Interpreting in terms of comfort, effici- 
ency and economy the specifications of arch- 
itects and engineers is the function of Trane 
products — products of the manufacturer 
who originated the policy which tells the 
public . .. “Buy Heating and Air Condi- 

tioning through your Architect — 


{ Engineer and Contractor.” . . «¢ 


LA CROSSE, WISCONSIN 


Also TRANE COMPANY OF CANADA LTD., TORONTO, ONTARIO 
Heating... Cooling... Air Conditioning Equipment from 85 Offices 


c 


- Specialties - Convectors - Cooling Coils - Blast Coils - Unit Ventilators - Compressors - Air Conditioners - Low Pressure Refrigeratio 
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The KING Ball Cock elim- 
inates the most troublesome character- 
istics commonly associated with valves 
of this type. Seat and washer troubles 
are gone because this is a diaphragm 
valve. Complicated linkage or other 
leverage-building devices are not 
needed, for the water pressure itself 


operates the valve. And the KING Ball 
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Cock is quick-closing for better, more 
dependable service. 

Ask your jobber about the KING Ball 
Cock and the distinctive blue box it 
comes in. Ask him—or ask us—for a de- 
scriptive folder that tells how the KING 
works, and how wise plumbers can 
cash in with it. 





IMPROVED SERVICE 


FOR HUMIDIFIERS 
This special KING float 
valve is ideal for humidifier 
operation. From complete air 
conditioning systems to auto- 
matic filling of furnace water 
pans, you'll find the KING better 
suited to the purpose than old- 
style plunger type valves. Ask 


for details. 





























NORTHERN INDIANA BRASS COMPANY 


ELKHART, INDIANA 
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CRANE’S NEWEST DEVELOPMENT IN BATHTUBS 


a 
ghee 





TRIPLE-PURPOSE RIM 
The new design of the Delmar 
includes the Triple-purpose rim— 
aisnrineg safety and 


modern 







44 
mi pes is a new bathtub made of a new material— 


Duraclay. This is a genuine ceramic product; it has a glass 






VN enNTeHN Ce. 





surface that is extremely hard and defies staining by acids, | | 
® Hand Grip: 


Rim gives con- 


sulphur or iron deposits in the water. 


It is highly resistant to scratches or abrasion and will retain 


its glossy, smooth surface even after long periods of service. 
Duraclay also possesses the advantage of withstanding 
thermal-shock (sudden changes in temperature). 


venient hand 
grip when en- 
tering or leav- 





ing tub. 






The De/mar is modern in design with the distinctive Crane 
panel—ideal for installation with Crane lavatories and closets 
of vitreous china. 


© Splash lip prevents water splash- 
ing over the rim. 

For your customers who demand an extra degree of refine- 
ment in the equipping of their homes, recommend the De/mar 
bathtub—made of enduring Duraclay. 


@ Seat: A comfortable seat extends 
across the front of the bath. 


CRANE CO., GENERAL OFFICES: 
836 S. MICHIGAN AVE., CHICAGO 


VALVES © FITTINGS © PIPE 
PLUMBING © HEATING © PUMPS 





NATION-WIDE SERVICE THROUGH BRANCHES, WHOLESALERS, PLUMBING AND HEATING CONTRACTORS 












26 DOMESTIC ENGINEERING 


NEW RADIATORS NEED THESE 


Improved 
RADIATOR VALVES 


—AND SO DO YOU! 











No. 216 Circulator 
Valve 


June, 1940 








No. 116 Circulator 
Valve 
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No. 217-A Circulator 
Valve 
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No. 117 Circulator 
Valve 
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*Showing how “Genuine Detroit’ Circulator Valve and 
Balancing Fitting are installed on a recessed radiator 


These new radiators—convector, recessed, concealed — 
simply must have improved valves. The old valves “won't fit’. 
There isn’t enough space for the valve connections and you 
have no room to “make them up”. Furthermore, new heating 
methods demand new valves—hot water jobs using circula- 
tors need a new type of valve. 


Only in “Genuine Detroit’’ Radiator Valves will you find 
the new types developed especially for these requirements 
and for your benefit. 


Circulator Valves—Wherever you use a hot water radi- 
ator valve on a circulator job it must close tight enough to 
prevent the radiator from overheating yet pass enough warm 
water to keep the radiator from freezing at low temperatures. 
You'll find the old type valves unsatisfactory because the leak- 
through with hot water valves lets the radiator overheat and 
a steam valve with positive shut-off would allow freezing in 
cold weather. 


“Genuine Detroit’ Circulator Valves are the answer. They 
are designed to prevent overheating and at the same time 
they provide just enough leak to prevent freezing. They are 
a self-cleaning, vane type valve and close or open with but 
a quarter turn of the handle. 

These Valves are furnished in two types—straightway or 
angle. You will find the straightway valve especially handy 
on recessed installations of radiators such as the Sunrad 
because their construction makes it easy to connect them to 
the inside leg tapping even in the limited space available. 
You can have these Valves threaded or for sweat connection 
to copper pipe. 

Use these Valves on your circulator jobs along with the 
“Genuine Detroit” Balancing Fittings. The Fittings will also 
save time for you because you can balance the system with- 
out draining it. This combination will simplify your installation, 
give you a neater looking job and let you turn over a per- 
fectly balanced system to your customer. 


The New No. 73 Convector Angle Valve for Recessed Sunrad Radiation on | Pipe Steam Systems 


Here’s a new valve —just out. You can make connection 
to the recessed Sunrad and similar types of radiation 
without cutting the floors. It will “make up” easily because 
where the space is small the bonnet (shipped loose) can be 
removed at installation time. 





These are only a part of a complete line of valves for all 








No. 73 Convector 


Valve 





snl 











eRiCAr, 
Ln Q 


kinds of radiator heating — Packed or Packless —threaded 
end or sweat connections. 

“Genuine Detroit” Valves and Fittings are carried in 
stock by leading plumbing and heating wholesalers. They 
are distributed nationally by American Radiator & 
Standard Sanitary Corporation. 
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- 3 KEWANEE STEEL BOILERS for | 
100 Ibs. working pressure on the 
job in the LaCrosse, Wis., Plant § 
ALLIS CHALMERS MANUFAC- | § 
TURING COMPANY 3 
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h\.. . for Heavy Duty 


STEEL-Riveted BOILERS 


Where heavy duty demands extra strength, Kewanee 
Steel Riveted Boilers get the “Call.” For the known 
strength provided by steel + rivets supplemented by 
extra stout stays and braces in the boiler shell, insure 
that stamina which adds many years of life. 
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Everlasting known strength All Kewanee Products may be purchased under FHA terms through 

is squeezed into the Steel our Finance Corporation. Write ... or ask our nearest office. 
Plate Seams of these boil- 

ers by gigantic hydraulic KEWANEE, BOILER CORPORATION 
riveters, at Kewanee's KEWANEE, ILLINOIS — division American Radiator & Standard Sanitary Corporation 









well equipped factory. Branches in 64 Cities — Eastern District Office: 37 West 39th Street, New York City 
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Architect's conception of one section of Park- 
chester, important housing project now under 
construction in the Bronx, New York City. Of 
the many tons of pipe to be used in this project, 
the bulk will be NATIONAL Pipe, selectéd because 
of its long record of successful applications. 
Board of vy gy R. H. Shreve, Chairman; H.C. 
Meyer, Jr.; D. Clarke; Irwin Clavan: A. J. 
Eken; F sand. ‘Gove; Robert W. Dowling, New 
York. Engineers: Meyer, Strong and Jones; 
Purdy and Henderson; Burns and Roe, New 

‘ork. General Contractors: Starrett Bros. & 
Eken, Inc. Heating Contractors: Baker, Smith & 
Company, Inc. 

(Below) Work is progressing at a rapid rate at 
Parkchester, with first buildings scheduled for 
occupancy early in 1940. NATIONAL Pipe is used 
extensively throughout this project, because it is 
widely recognized as a clean, strong, thoroughly 
uniform pipe of low cost. 








World’s LARGEST 
HOUSING PROJECT 


uses Lons of 


NATIONAL PIPE 





ARKCHESTER, Metropolitan’s 

new record-breakmg housing pro- 
ject, is worth watching. For besides 
being far the largest of its kind, it 
offers facilities which have heretofore 
never been available in moderate- 
rental housing. 

Designed to house 42,000 people, 
the project will consist of 51 build- 
ings, some scheduled for completion 
early in 1940. It will occupy 129 acres 
of the Bronx, New York City, and in- 
cludes a full complement of stores, a 
theater, and garages. In addition, pro- 
vision has been made for parks, shaded 
walks and malls, playgrounds, wading 
pools, roller skating paths, handball 


PITTSBURGH, 


% <+- 







and softball courts, and other recrea- 
tional facilities. 

Buildings will be of fireproof con- 
struction, modern in every detail. In 
keeping with the general character of 
the project, only finest quality ma- 
terials have been approved. That is 
why, of all the pipe to be used in this 
gigantic undertaking, the major ton- 
nage will be NATIONAL Pipe. 

Here, as in other famous commer- 
cial, public, and residential building 
projects, NATIONAL Pipe is being used 
by plumbing and heating contractors, 
because in all-round building applica- 
tions it gives more service per dollar 
of cost than any other type of pipe. 


NATIONAL TUBE COMPANY 


Columbia Steel Company, San Francisco, Pacific Coast Distributors + United States Steel Export Company, New York 




















Thanks: 

Am enclosing a 
check for a subscrip- 
tion to Domestic En- 
gineering. I find Do- 


mestic Engineering a 





great help to me. 
Frank A. Fickes, 


Okanogan, Wash. 
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Panel Heating 
To the Editor: 

We are interested in 
and would appreciate it if you will ad- 


panel heating 
vise us where we could locate some en- 


gineering and installation data on this 
topic. 
Walter Denson, Jr., 


Jacksonville, Fla. 


@ Domestic Engineering published ar- 
ticles on panel heating as early as 1924 
and periodically since. In those days, 
the subject was highly theoretical, the 
only actual experience being drawn from 
European installations. 

In America the most highly publicized 
installations have been made in build- 
ings planned by Frank Lloyd Wright, 
noted architect (Denison B. Hull resi- 
dence, Domestic Engineering for Au- 
gust, 1938; Johnson Wax Co. Bldg., Do- 
mestic Engineering, November, 1939). 
Recently, however, architects and con- 
tractors have been experimenting with 
smaller installations (“O.K. to Slab 
Heating,” Domestic Engineering, April, 
this year). 

Some manufacturers of pipe have 
noted the interest in panel heating and 
have begun study of the subject. In- 
cidentally, Prof. B. H. Jennings, associ- 
ate professor of mechanical engineering 
at Lehigh University, delivered a paper 
on this type of “radiant” heating at the 
recent Anthracite Conference. The topic 
is also scheduled for discussion at the 
forthcoming summer meeting of the 
American Society of Heating and Ven- 
tilating Engineers.—Ed. 


e®e@ 6 
He’s Tried It 


To the Editor: 

I was very much interested in an ar- 
ticle in your April issue on slab heating 
for residence work, as we installed a 
similar heating system in a small new 
church here in 1937. We were informed 
by the architects that it first 
System of its kind used in church heat- 


was the 


ing in America. 


There was something over 2,200 feet 
of piping used on the job. Headers, 
steam and returns were made up on the 
job and bends were used on each lateral 
back to returns and 
header between each floor joist. 

We were afraid that we were “stick- 


ing out our neck,” but the job proved 


to make bend 


absolutely noiseless and_ trouble-free. 
The steam is turned on at 10 Ibs. pres- 
sure from the boiler in the manse 40 ft. 
away four hours before the’ service 
begins, which is only twice a week. 

We are very proud of this installation. 

IX. Y. Spraker, Hobert N. Grubb, 

Wytheville, Va. 
@ Mr. Spraker and the Hobart N. 
Grubb Co. win distinction for installing 
one of the first, but not the first, panel 
heating job in an American church build- 
ing. 

According to G. B. Cushing, manager 
of sales promotion for A. M. Byers 
Company, Pittsburgh: “Radiant heat- 
ing lends itself particularly to churches 
and other buildings having high ceilings. 
The Sacred Heart Church installation 
here in Pittsburgh is now in its twelfth 
year and, according to a recent check-up, 
has functioned perfectly. In extremely 
high-ceilinged buildings the difference 
in temperature between the floor and 
the ceiling is only a matter of a few 
degrees when radiant heating is em- 
ployed.” —Ed. 


Taxes 

East Pittsburgh, Pa.—Fach emplovee 
of the Westinghouse Electric & Manu- 
facturing Company “worked six weeks 
for the tax collector in 1939,” a 
pany statement to its employees has 
revealed. 

Distributed with payroll checks, the 
statement pointed out that the 
pany's tax bill had increased from $2,- 
532,000.00 in 1930 to $10,390,000.00 in 
1939. Based on the relation of the tax 
bill to the average wage or salary paid 
1939 represented 


COM- 


com- 


employees, the taxes 
$238.00 for each employee as compared 


$55.00 in 1930. 
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Plumbing Standards 

To the Editor: 
Relative to your May 

Needed FHA 


ample,’ I am = interested in 


editorial, “For 
Codes furnishes Ex- 
recely ing 
in regard to the fol 


“All 


mortvages 


more ntormation 


lowing quotation, structures sub- 


ject to imsured must have 
plumbing ap- 
State 


what 


the installation of the 
plumbing 
State 


proved by al local Or 


board inspector.” In does 


that regulation apply? 


[ started a “scrap” with our state di- 
rector of FHA several years axzo fe- 
garding FHA inspection. Some time 
last year the director sent a man in 


with word that we had no local code 
in our county and that if our association 
could get the state inspection they would 
that 


coming 


insist same be had on all installa- 


tions under their jurisdiction. 
This we have been unable to do as our 
state has only two traveling inspectors 
and the chief and, as their time is taken 
up entirely by state work, they are un 
able to give us any help 

l will appreciate any information that 
you can supply in connection with the 
above 
Fitton, Bellaire, 


(Ohio \< Tl. 


James R. 
President. astern 


of Mastey Plumbers 


@ The quoted statement above from our 
May editorial was attributed to the state 
FHA director of Wisconsin. In this 
connection it will be remembered that 
Wisconsin has a model code, and that 
the state has a corps of inspectors 
which, although few in number, have 
made a fine record of achievement. 

In the May editorial and previous edi- 
torials on similar topics, it was pointed 
out that the FHA has been and is ef- 
fective in establishing minimum plumb- 
ing standards where none existed be- 
fore. In an effort to reconcile the 
announced policy with FHA practice in 
various localities, Domestic Engineer- 
ing sent the following telegram to the 
technical director: “Kindly airmail 
statement FHA policy on plumbing in- 
spection. Are local and state codes al- 
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ways followed? Does FHA insist upon 
local and state inspection in every case? 
In which states? What if local or state 
inspectors are tco few to handle job?” 
The following letter was received in 
reply.—Ed. 
ae ee 
To the Editor: 
In accordance with the 
tained in your telegram of May 27, we 


request con- 


are attaching sample extracts of our 
“Minimium Construction Requirements” 
The 


dwellings; 


as they relate to plumbing. 
printed copy applies to all 
the supplemental or mimeographed copy 
low-cost single-family 


applies to one- 


story dwellings. It is our intention 
shortly to combine these requirements 
using the mimeographed standards as a 
basis for this combination. 


The 
plumbing within the 


apply to 
uni- 


requirements as they 
dwelling are 
form throughout the country. However, 
our requirements where either a public 
water supply or public sewer or both are 
not available do vary from state to state. 
This variation is caused by the type of 
inspection available, varying soil condi- 
State 


and recommendations of 


health departments. 


tions 


In general, our requirements affect- 
ing water supply and sewage systems are 
based upon the recommendations of the 
local state health departments, although 
there are no such 


in instances where 


recommendations we have used the rec- 


ommendations of the United States Pub- 
lic Health Service. Also we require ac- 
ceptance of the installation by the state 
health department wherever the inspec- 
tion force is adequate. In some states, 
either because of inadequate personnel 
or due to the restricted jurisdiction of 
the state authority, we do accept ap- 
proval of the installation by the local 
health authority. In these cases gener- 
ally we have established more definite 
minimum requirements than where the 
State health authority can provide ade- 
quate inspection. 

It is our endeavor wherever possible 
to rely upon state approval of these 1n- 
stallations. 

Howard P. Vermilya, director, 
Technical Division, FHA. 


Indictment 

Washington, D. C., May 23.—Officials 
of the Department of Justice Anti-Trust 
Division expect that demurrers and mo- 
tions filed by defendants in the Govern- 
ment’s anti-trust Cleveland 
against members of the plumbing and 
heating industry will be disposed of by 
the Federal District Court next fall. 

Edward P. Hodges, special assistant to 
Thurman W. Arnold, assistant attorney 


case at 


general in charge of anti-trust law en- 
forcement, has returned from Cleveland, 
where he had charge of the preliminary 
grand jury work in the plumbing and 


heating investigation, after defendants 
who had not previously been arraigned 
and entered pleas before May 15, did so 
on that date. 

Judge Wilkins of the Federal court 
is understood to have allowed 30 days 
for defendants’ counsel to file demurrers 
and supporting The Govern- 
ment was given 30 days from June 15 
within which to file reply briefs to the 


briefs. 


defendants’ demurrers and briefs. 
e® ee *@6 
Los Angeles Case 


has 
from 


reached the Anti- 
Los Angeles that 


Information 
Trust Division 
the Federal Court there granted an ex- 
tension of time until June 3 for filing by 
certain defendants pleas to charges 
made in the indictment against heating 
and ventilating groups. 

Certain of the Los Angeles defendants 
were arraigned April 29 and others pre- 
viously. Demurrers and motions for 
bills of particulars were filed by some 
defendants arraigned previously. 

The next step in the Los Angeles case 
will be for the court to hear arguments 
on demurrers and bills of particulars. In 
the latter defendants ask for detailed in- 
formation about the charges against 
them. Department officials did not ex- 
pect that arguments on demurrers and 
motions would be heard before some 
time in June. 





When the California Assn. of Master Plumbers has a convention, the welcoming committee meets trains and planes. 
(Story on Page 56) 


committee is greeting Mrs. and Mr. Jimmy West, Los Angeles. 
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PENBERTHY INJECTOR COMPANY , 


Manufacturers of Quality Preducts Since 1886 ' 


Canadian Plant: WINDSOR, ONTARIO DETROIT, MICHIGAN 
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ONE OF 1940’s GOOD INVESTMENTS 
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CUTS OFF, THREADS AND REAMS 





— IT WILL PAY FOR ITSELF QUICKLY — 


SOME OF ITS MANY FEATURES ARE— 


1. It is a complete pipe machine—no extras to buy. 


2. Four blade cut-off. 2 inch pipe cut-off in 10 seconds. 


w 


Separate quick-opening or non-opening die head and 
dies for each size pipe. 


Instant die change. 

Quick-opening threads 2” pipe in 22 seconds. 
Non-opening threads 2” pipe in 30 seconds. 
Round, long lasting, renewable ways. 


Direct gear drive. Safety friction gear. 


Conran > 


Centrifugal oil pump, direct driven from motor. 
10. Sturdy drum type switch. 
11. Portable, passes through an ordinary door. 


12. Operates from a lamp socket. 


The “TOLEDO” No. 999 has many other desirable features 


that would help you to profitably own one of these ma- a a a or a 
chines. Complete details sent promptly on request—with- Stand with Rubber or Steel 
out obligation. Tired Wheels. 


THE TOLEDO PIPE THREADING MACHINE COMPANY 


TOLEDO, OHIO NEW YORK OFFICE, 72 LAFAYETTE STREET 


"TOLEDO" 


THE “TOLEDO” No. 999 
2 INCH POWER 
PIPE MACHINE 


2 INCH PIPE AT A REAL SAVINGS FOR YOU 
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YOU WILL DO BETTER voy WITH A “TOLEDO” 
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Low Cost Housing 


Dt eituae nse YN American home own- 
ers and prospects, who stay home, will be shown the 
advantages of a modern home. This presentation has 
just been released and will be seen on local movie 
screens. It is entitled “Design for Happiness” and 
appears in technicolor. 

Fifteen-million American home owners and prospects 
who go to the New York World’s Fair will be shown 
a special exhibit of low cost housing designed to stimu- 
late interest in home ownership and home improve- 
ments. 

These two activities alone should have a profound 
effect upon increasing building construction during the 
remainder of 1940. 

The plumbing and heating industry should be par- 
ticularly conscious of these efforts because of the special 
emphasis given to plumbing and heating both in the 
hlm and in the model demonstration houses at the New 
York World’s Fair. 

As indicated on the front cover and elsewhere in 
this issue, the motion picture tells vividly the satisfac- 
tion and well-being available through modern plumbing 
and heating. Of necessity, this picture is brief, it 1s 
only nine minutes in length, and it is only possible to 
create general impressions. 

However, in the case of the demonstration homes at 
the Fair, those who attend will have ample opportunity 
to see fully the many details on display and will be able 
to obtain answers to any questions which are prompted 
by their individual reactions. 


RADIATOR HEAT IN LOW-COST HOMES 


Soth of these activities, in conjunction with many 
others, are sponsored by the Federal Housing Admuin- 
istration. They tell the story of low-cost housing. Be- 
cause of standards which have been established and 
which are being maintained by the FHA, plumbing and 
heating contractors will be interested in knowing that 
the World’s Fair houses are heated with concealed 
radiation. The house designed to sell for $2,500 is 
equipped with a boiler and heating system which many 






Our Industry 


June, 1940 
ls Presented... . 


have come to associate only with the more expensive 
types of homes. The second house, which is larger than 
the first, and which is designed to be duplicated at a 
cost of $3,100, has a hot water heating system with 


forced circulation. 
IMPORTANCE OF MARKET 


since the launching of the FHA program to popu- 
larize low-cost housing, these columns have carried 
numerous news reports, editorials and teature articles 
designed to give all members and branches of our in 
dustry a basis for evaluating the program. [Last week, 
the Heating, Piping and Air Conditioning Contractors, 
in their annual meeting at New York, practically made 
the subject of low-cost housing the theme for an entire 
session. A resolution adopted by the convention pointed 
out that ““The market for small homes is recognized as 
one of the best sources for potential business for our 
members,” and resolved, “That this convention urge 
all members to make every effort to secure this busi- 
ness.’ Cooperation was asked of manutacturers to 
provide heating and air conditioning materials and 
equipment to meet the special requirements of low 
cost housing as a further aid in developing the small 
homes market. beyond this, the convention resolved, 
‘That the importance of this market be brought to the 
attention of officials of the United Association and that 
they be urged to assist the association in getting a larger 
part of this business.” 

Viewed from every angle, fifteen-million theater 
goers at paid movies and fifteen million spectators at 
the World’s Fair represent an impressive consumer 
audience. These people have money to spend; they are 
going to spend their money. Their thinking 1s being 
directed along the lines of spending this for modern 
homes. Too much attention cannot be focused on this 
market. Members of our mndustry owe it to themselves 
to study it and through the positions they occupy in 
their local communities, make available the outstanding 
developments 1 heating and air conditioning equip 


ment produced by our industry 
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your own home’ is theme of new color film, sponsored 
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[+s name is “Design for Happiness.” It will 
be seen this summer by an estimated 15,000,000 people 
in motion picture theaters all over the country. It is the 
new color film recently released by FHA for the benefit 
of the home building industry. “Stills” from the film 
are reproduced on the front cover of this issue. 

The lesson to be taught a huge audience is, in brief: 
“You can own a new home of your own costing less 
than the rent you are now paying.” 

First we meet Bob Martin, a likable but ordinary fel- 
low making $25.00 a week. It takes some figuring for 
him to keep a pretty wile, a baby, and a dog. 

His wife Nancy thinks they could manage just as well, 
and be a lot happier, in a home of their own. . Home 
ownership on $25.00 a week! Nancy sets out to prove 
that it can be husband's salary. 


done on her modest 


FHA World's 


Fair Houses 


(See next page) 


lowell Thomas is narrator as the couple follow their 
modern adventure into home ownership at a dollar-a-day 
First Bob Martin thinks it can’t be done ; 


expenditure. 
finally he goes ahead and 


then he sees the possibility ; 
does it. 

Before and after shots show Bob in his old apartment 
trying to get a satisfactory shave in an outmoded bath- 


room and, later, enjoying his shave in the bathroom of 


his new home. 


The two low-cost FHA 
houses at the New 
York World’s Fair 
contain quality plumb- 
ing and heating within 
the prices of $2,500.00 
and $3,100.00. The pho- 
tos on this page are 
views (left to right) 
of the boiler, a con 
vector and the _ bath- 
room in one of the 
homes 























At right—View of the two 
FHA houses at the New 
York World’s Fair. Accord- 
ing to exposition officials, 
these houses can be dupli- 
cated for $2,500.00 and $3.- 
100.00 in many sections of 
the country. The homes are 
a joint promotional idea by 
FHA, the New York World’s 
Fair and various manufae- 
turers 


... And Twenty 


‘Two model homes, erected at the New 
York World’s Fair under supervision of FHA, are giv- 
ing America a strikingly realistic demonstration of qual- 
ity plumbing and heating in modern low cost housing. 

These homes are lived in. If they were used only 
as exhibits for public inspection, as most model houses 
are, they would still be of great interest to builders and 
prospective owners. But from the very opening day of 
the Fair, May 11, they will have been occupied by typi- 
cal families from every section of the country. They 
will receive the full measure of use and wear to which 
normal daily family life subjects any home. They pro- 
vide, therefore, the most authentic and convincing form 
of housing demonstration that can be devised. 

The leading newspapers which are selecting typical 
families in every section of the country, each to live for 
one week free of cost in one of these homes, are acquaint- 
ing their communities with the function of FHA and 
with quality plumbing and heating available even for 
low-cost houses. The families who come to live in them 
will return home to speak with intimate, first-hand 
knowledge of their comfort and low cost. 


At left—Mayor LaGuardia 
visits the model homes and 
wishes happiness to their 
temporary residents. News- 
papers throughout the coun- 
try run contests to select 
new families to live in the 
houses each week while the 
exposition is open. The 
homes demonstrate that qual- 
ity plumbing and heating 
can be enjoyed, and its pur- 
chase justified, in houses of 
the lowest-cost bracket 


Million Visitors 


Both houses are of frame construction and Colonial 
design. ‘They are centrally located within the exposition 
grounds on a large plot on Rainbow Drive, adjacent to 
the “Town of Tomorrow.” The .prices at which they 
are being duplicated are $2,500.00 and $3,100.00 re- 
spectively. All manufacturers who supplied materials 
and equipment used in their construction have given as- 
surances that the materials will be duplicated at simuilat 
prices in every section of the country, depending on local 
conditions, thus making it possible for these types homes 
to be built everywhere. 

The $2,500 home has four rooms and bath. The bath 
room is 5 ft. by 6% ft., includes water closet, lavatory, 
tub and shower and is finished in blue waterproot. Hot 
water heat, with concealed radiation, and a domestic hot 
water system are furnished. 

The larger house, designed to be duplicated at 
$3,100.00, has five rooms and bath. This house has 
forced circulating hot water heating. 

Throughout the 1940 fair. 48 families will make their 
homes in these model houses, each for one week, as 


(Continued on Page 0%) 
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Feadio Tells 
The SG, tory 
OC The Kath 


To the Editor: 

Enclosed you will find the final radio series of the 
history of the bath, which will end on June 15. 

[ wish to thank you very much for your permission to 
use these stories, and as you will notice in the last broad- 
cast I give your company credit for the use of these 
stories in this broadcasting series. 





R. J. Paulson, secretary, 
Cincinnati Water Heater 


Manufacturers and Distributors Organization 


Be : 
[ "YA, m’‘friend, did you enjoy your 


bath ?” 

Cincinnatians have heard this question frequently since 
April 29, for it is the opening line in a broadcast series 
on water heaters aired under the supervision of the Cin- 


Left — Princi- 
pals in “The 
Story of the 
Bath’’ broad. 
cast: Bernie 
Barth, an. 





¥ nouncer: 


George Patter. 
son; Mike Hun. 
nieutt; Ray 
Keiser, pre si- 
dent of the or- 
ganization; R. J. 
Paulsen,  secre- 
tary of the 
water heater 
organization, 
Below — Front 
cover of the 
Domestic Engi- 
Re. neering Com- 





cinnati Water Heater Manufacturers and Distributors 
Organization. The series consists of announcements 

every week-day morning of alternating weeks. 
The final program—June 15—will also mark the close 
(Continued on Page 100) 





Left — Part of 
the membership 
of the Cincin- 
nati Assn. of 
Master Plumb. 
ers, pictured in 
a recent meet- 
ing of prepara- 
tion forthe 
forthcoming N, 
A. M. P. con- 
vention in that 
city. Below 

P. R. Hollaen- 
der, president 
of the associa- 
tion, who de- 
scribes the co- 
operative effort 
of his group 























Cincinnati 


| Okays Water 
Hea ter Flan 


66 
-: INCINNATI, through a series of devel- 
opments culminating in the Water Heater Manutacturers 
and Distributors Organization, has produced a successful 
cooperative set-up between utility and plumbing and 
heating contractors and dealers known as the Cincinnat! 
Plan. utmost. 


member of our association, in fact, every contractor 

dealer in Greater Cincinnati has been talking, and mer 

chandising and selling automatic water heating to th 
. $+ sheen . " Tr. + ttt ACK P : have “af 

“Each member of the Cincinnati Assn. of Master | believe that members of our association have, a 

a¢€ 

Plumbers is an ardent supporter of the plan, and realizes ) ae , a i tissu 

its importance to him. We respect the Union Gas and mation on, and sales points tor water heat | ‘ any 

! ‘3 ; , . 7 me contractors in the nited 

Electric Company for the efforts it has made in making comparative group of plumbing contractors i1 

: States. 


their fingertips and in their heads, more detailed infor 


the plan work. : eae wee 
‘ ; ° : be » * , ‘ePnare t ce ater heaters at the drop 
“Through the Organization we have received the aids \\ e are prepar d to sell water heaters a | — 
f publicity and advertising otf a hint. Our journeymen are trained to spot old and 
e) pubdiicl y Z < ; »- i" ‘ al . aX a * advet 
‘We are now in the midst of an intensive water heater out-moded water heating equipment. 1 hr — 
ss ‘sti isl 1e ‘r has bee ade automatic water heater 
sales campaign which promises to break all existing rec- tising the = has bee ’ m ide a ton iti nage 
— nate athin a give ‘onscl¢ and we are inaking Ourselves Capable Of taking 
ords for water heaters sold and installed within a given ee ee ier 
eriod. Newspaper advertising is constant and im- advantage of that tact. | 
ee : eo OF f “We have got results. Look at the record of 
pressive. Domestic ENGINEERING’S ‘The Story of the e nave £ | 


Bath’ has been dramatized over the air. And every heaters sold. 
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Shows above tle C Lester Ray In « Ral persona 
tng System recently installed ip the home of Mr. and 
Street, this city... This compact uslt was that ailed in 
of Mr. Ray's tnatefiations. No barement ts nec essary! 


Your heme, too, can be comfortably. 





¥ 


pa 


: =A |, Peestbte to give you & BETTER heating 
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Newspaper article on C. Lester Ray developed from the article 
on Mr. Ray’s business which was published in Domestic Enct- 
NEERING for May. This appeared in the Dothan Eagle of May 29 








C, Lester— 
14 “‘tollow 
Through ‘o 


= LESTER RAY, newly elected president 
of the Alabama State Assn. of Master Plumbers, lost 
no time in putting to good use the publicity received in 
the article “C, Lester Show How,” which appeared in 
the May issue of Domestic ENGINEERING. Mr. Ray 
immediately obtained several copies of this issue and 
turned them over to the Dothan Eagle, local newspaper 
in which Mr. Ray regularly advertises. The following 
letter was received from Mr. Ray. 

“T am happy to inform you that the Dothan Eagle is 
going to publish the entire story, including pictures. from 
the May issue of Domestic ENGINEERING. This will 
appear Wednesday, May 29. 

“Some other readers of your publication might be 
interested in my methods of merchandising, so I am 
going to give you a brief outline of the procedure | 
follow. 

“As a general rule | run an advertisement every day 
with the exception of Wednesdays when I run two. On 
this day the newspaper devotes two pages to building 
and building news; I consider this an excellent tie-in. 

“There are several different angles I take to sell 
heating. First, I have been advertising in the local news- 
paper for three years; this pays good dividends. [| 
realize that I, or any other firm, must stay before the 
public to be successful in business. 

“T place blotters in every home and office I visit. They 
are also sent out by various manufacturers with my name 
imprinted. In preparing advertisements I find that it 
pays to use the greatest of care. I sometimes write an 
ad three or four times before turning it over to the news- 
paper for printing. 

“T always try to put something snappy in the adver- 
tisement to catch the reader’s eve. It is well, if possible, 
to feature a nationally advertised product. I find I have 
had unusual success with one certain type of pipe: it 
is a black steel pipe, copper bearing. It comes from the 
mill with a distinctive coating of paint still on it. It’s 
eye-catching. 

“T make about 98 per cent of my own plans and that 
gives me preference over the plumbing and heating con- 
tractor who depends on someone else to make his plans 
I never take a salesman with me to help close a job. |! 
always push C. LESTER RAY, and his heating ability 
out in front. Always. 

(Continued on Page 98) 





































Plumbing and Heating Week 
progresses. Strong resolutions 
passed by Associated Master 
Plumbers of Texas at its re- 
cent convention in Galveston 


emphasize the fact that... . 


Texas Wan t4 





P E& + Week 








 — in annual convention in Gal- hearty approval of thousands of individual master plumb- 
veston recently, the Associated Master Plumbers of ers, wholesalers and manufacturers. 
Texas, Inc. adopted two resolutions favoring the estab- Both the Wisconsin and Ohio state associations had | 
lishment of an annual National Plumbing Week and an previously adopted similar resolutions at their conven- | 
annual National Heating Week. Thus Texas became tions. The plan has already been tried locally with ' | 
the third large state association to go on record in sup- marked success in three areas—San Francisco, Muncie, 
port of this national movement, a movement which has the Ind. and (reported on the following page) South Nor- 


walk, Conn. 

In brief, the plan would set aside two annual periods 
of one week each—one in the spring, to be known as 
National Plumbing Week; and one in the early fall, to 
be called National Heating Week. The weeks would 
have two objectives: first, to furnish a time in which our 
industry can reappraise its traditions, functions, policies ; 
and, second, to provide a period of intensive promotion } 
of our industry to the public. For the second of these | 
objectives, readers of Domestic ENGINEERING have sug- 
gested manufacturer, wholesaler and contractor adver- 
tising, mass-meetings, exhibits, window and showroom | 
displays, ete. 

These are the essentials of the plan which drew ap- 
proval and pledges of support from more than 95 per 
cent of Domestic ENGINEERING readers who have re- 
sponded to early articles on the subject. Domestic 
ENGINEERING has, since the first of the year, served as 
an all-industry clearing house of opinion on this topic. 

(Continued on Page 95) 
































Above——New officers of Associated Master Plumbers, Inc.: David 
S. Hill, Waco. first vice president; R. K. Landreth, Longview, 
president; A. N. Apffel (standing in rear), Houston, second vice 
president; Frank Hodges, Longview, secretary and treasurer 
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This is one of the four-column newspaper advertisements used 

by South Norwalk Plumbing Supply Co., South Norwalk, Conn., 

in announcing a local Plumbing and Heating Week. For more 
details, see next page 
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I, the week ending May 1, the plumbing 
and heating industry of South Norwalk, Conn. cele- 
brated its first annual Plumbing and Heating Week. 
The promotion marked the third successful try-out of 
the Plumbing and Heating Week idea, which has now 
been used in three different areas—the central states, 
the far West, and the East. 

The idea was especially timely for the sponsoring 
organization—the South Norwalk Plumbing Supply Co. 
—since this company officially opened a new showroom 
during the period. J. N. Klaff, of the supply house, used 
several of the promotional ideas originated by W. E. 
Price, The Knapp Supply Co., in planning the Muncie, 
Ind. Plumbing and Heating Week a few months ago. 

Advance notice of the event was made to the public 
through 11 in. by four-column advertisements in the 
Norwalk and South Norwalk newspapers. Under large 
headlines reading, ‘““Norwalk to Observe Plumbing & 
lleating Week,” these advertisements stated: “Starting 
Wednesday, April 24, to Wednesday, May 1, Norwalk 
will observe its first Plumbing and Heating Week, 
sponsored by the South Norwalk Plumbing Supply Co.., 
in conjunction with the plumbing and heating craft of 
Norwalk.” 

In announcing the opening of the new showroom, the 
advertisements urged the public to, “Come in and see 
the progress that has been made in the plumbing and 
heating industry.” 

The “progress” keynote was also stressed at great 
length in the publicity releases published before and dur- 
ing the Plumbing and Heating Week. These news articles 
called attention to the improved quality, convenience and 
beauty of modern plumbing and heating products, at 
the same time showing the low comparative costs of 
these products. 

(Continued on Page 96) 
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At left—Worm’s eye view of 
“Plumbing and Heating 
Week” sign stretched across 
the main street of South 
Norwalk, Conn. The banner 
and extensive newspaper ad- 
vertising and publicity com- 
bined to make the local 
publie conscious of the week 
and its objectives 


Below—A series of construc- 
tive press releases on Plumb. 
ing and Heating Week which 
were published in Norwalk 
and South Norwalk, Conn. 
daily newspapers. The 
articles told the story of 
modern plumbing and heat- 
ing as our industry wishes 
it told 
































































































































































Dolan and Olson... . 


Now that summer is with us again and the 
fish are biting and the urge to hit the highways is upon 
most of us, we can look back and laugh at some of the 
things that were darn serious a few months back when 
the snow was on the ground and the mercury was drop- 
ping below zero much too frequently. 

Every day or two I pass a certain house and it brings 
to mind a little incident of the past winter. It was 
bitter cold and we were enjoying, if that is the word, a 
nice little blizzard, some snow and a lot of wind. Along 
late in the afternoon the phone bell rang and a worried 
feminine voice wanted to know if she was talking to Mr. 
Dolan. Upon being assured that such was indeed the 
fact she proceeded to build up the plot. 

She knew that I knew her husband because he had 
mentioned me numerous times, which may have been all 
wool and a full yard wide, but the facts that developed 
in my dome while she was talking were that I knew her 
husband's father real well, in fact he was a good cus- 
tomer but I didn’t know the son and the son hadn't 
known me well enough, nor thought enough of that 
friendship to put me on his list when he built his home. 

jut she kept right on chatting, not very calm and col- 
lected, but in a sort of a fire department voice, if you 
know what I mean, and then I gathered what it was all 
about. 

There was water backing up in the basement, in fact 
it had backed up a right smart bit, because it was the 
maid’s day out and the lady of the house had been out to 
a bridge party and papa was at the office and she had 
just gotten home, and the house was cold and she had 
started to go down into the basement only to find that 
there was water on the floor. 

“Course she didn’t add that she had tried to get her 
own plumber, but evidently could not locate him and | 
was the next one on her memory list. 

Right away I recalled the house and its location. My 
first thought was that it was just another sewer stop- 
page, but that didn’t seem possible in a house that was 
only a few years old, so I asked the usual questions and 
found that they had not had any trouble with sewer stop- 
pages and there were no trees in the yard. Anyhow the 
house was so new that it was too soon to even think of 
tree roots, so I told her I would come right out and in- 
vestigate. 

It was well after 5 p. m. and I knew that the Queen 
of the Bungalow would be looking for me and I was 
looking forward to a good hot dinner, a spot in the big 
chair close to a big radiator, the evening paper and the 
radio, so I didn’t relish this stop on the way home, but 
stop I did and learned something new. 

This house was the lowest house on a hillside, but 
even so it was well above curb level. Each succeeding 
house was just a few feet higher. The city sewer had 
been run in the alley and the slope was terrific. 

The man of the house got to his home at the same 
time I did, so we both started for the basement. But 
we stopped before reaching the bottom of the stairs be- 
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“He reaches in and pulls out an old wooden closet tank and 
brings it into the shop... .” 


cause the water looked both deep and cold and it was 
still coming in. We trudged out into the storm again 
and went to the next house, slightly higher on the hill, 
and found another anxious family as the water was back 
ing into their basement, and then we tried the next 
higher house and found the same condition. 

Well, we knew then that the trouble was in the city 
sewer in the alley so we got busy on the telephone again. 
We raised the sewer department night crew and _ told 
them our troubles. Called the fire department and _ told 
them our story. And it wasn’t very long until those 
people in that block were getting a lot of service. 

The fire department pumped out the basements. The 
sewer department had a steamer (one of the old fire de 
partment steamers of the horse era rebuilt into a trailer ) 
and they opened the man-hole at the intersection, jabbed 
their hose down into the water, turned on the steam and 
thawed out the bottom of the man-hole. In the meantime 
several police squad cars stopped to check on the activi- 
ties and a couple of plumbers’ service cars showed up as 
the result of other calls. 


(Turn to next page) 












































loom problems to city sewer back-up. 


From cash and carry bank presidents with wooden heir- 


It’s all in a day's 


work to those doughty minute-men, Dolan and Olson 


‘Course a back-water valve would have prevented all 
of that trouble, muss, labor and inconvenience, but who 
would ever think it necessary to install a back-water 
valve for fixtures several feet above the curb level? 

The passing of winter brought another experience that 


was not without its humorous side. Me and Hank was 
talking about one thing and another and hoping that 
something in the way of business would break up the 
monotony, even if only a phone call and the wrong num- 
ber, when we noticed a great big shiny car stop in front 
of the door. 

Hank says, “Gee, it looks like big business at last.” 

Only the chauffeur in the car and he eases himself 
out from behind the wheel, steps out on the curb, walks 
to the rear of the car and opens the trunk. Man, there 
was an opening in the rear of the car big enough for a 
wall bed. He reaches in and pulls out an old wooden 
closet tank and brings it into the shop and planks it 
down on the counter. 

After the usual greetings, he tells us that the family 1s 
just back from a winter in the south and the man of the 
house noticed that there was a dripping of water down 
into the closet bowl. He had directed the chauffeur to 
have it repaired; not to have a plumber come to the 
house because that cost too much, but to disconnect the 




























































tank, take it to the plumber’s and have it repaired. All 
that it needed was a new siphon packer. 

Hank grunted and said, “Some sale.” 

Anyhow if these bank presidents and their families 
must winter in the south, they sure have to economize 
when they get back. Sometimes a fellow feels like turn- 
ing down jobs of this kind but, one can never tell when 
that same bank president will have a job that can’t be 
classed as a “cash and carry.” 

Couple of days later, the same thing occurred again. 
This time a % inch nipple in a closet tank ball valve had 
rusted through and started to leak and the bank presi- 
dent directed the chauffeur to follow through again and 
he did. 

Another cash sale and it’s about time for the water 
service line leading to his home to develop a leak and 
when it does the chauffeur won’t be able to make a “cash 
and carry” out of that job. Me and Hank are hoping 
that they will remember our phone call as well as they 
do our street number. 

And then Hank bumped into one of those things. Got 
a call from one of the customers and she wanted Hank 
to come right over because they couldn’t get any heat 
from the radiators. Hank rambled over, followed the 
lady of the house up stairs and she showed him the ex- 
pansion tank in the bathroom. Hank couldn’t see any 
water in the glass and told her so, but she insisted that 
there was enough water in the tank anyhow, so Hank 
pulled out an air valve key and opened an air valve. No 
water. Tried another radiator. No water. So then 
the lady of the house went down into the basement and 
turned on the supply valve. The tank began filling and 
water showed in the gauge. 

She and Hank started on another tour of the second 
floor and in one room they found a small fountain that 
shouldn’t have been there. Seems they had been having 
some wall paper hung and the paper hanger had moved 
a radiator slightly and then, for some reason or other, no 
one knows why, he had loosened the nut on the radiator 
valve stuffing box and that was leaking. And how! 
Hank grabbed a few rags and stopped the flood. The 
lady of the house ran down into the basement and opened 
the drain valve and lowered the water in the plant. 
Coming back up stairs she wanted to know if Hank 
needed anything to make the repairs and he said that he 
needed a small strand of candle wicking. 

“O. K.,” says she, and down into the basement and 
back up again with a bale of candle wicking that would 
choke an elephant, so Hank peeled off a small strand, 
packed the joint; she filled the plant and it tested O. K. 

As Hank was leaving she thanked him for coming over 
and told him to include this call the next time he had a 
real job to do. The cash register didn’t ring. 


“The paper hanger had loosened the nut on the radiator valve 
stuffing box, and that was leaking.” 
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RY SALESMANSHIP.” This is the 
motto the Seckinger Sons Company, Atlanta, might give 
the plumbing and heating industry. 

For trying salesmanship rather than price-cutting has, 
in the 35 years the company has been in business, made 
it into one of the most successful firms of its kind in the 
city and one whose reputation for good work is known 
from one end of the South to the other. 

When Ben J. Seckinger founded the company, he made 
three resolutions. One was to figure every job carefully. 
The second was to “pass up” any job on which the firm 
could not make a profit. And the third was to super- 
vise personally every job undertaken, no matter how 
small. 

Many things have happened since. “Dick” Seckinger, 
the brother in the old firm of Seckinger Brothers, has 


Above — The spacious 

new showroom of 

Seckinger Sons Com- 
pany in Atlanta 


At right—Modern ex- 
terior of the new 
Seckinger plumbing 
and heating showroom 
and shop 


The S. eckingers S. GY... 


died. “Mr. Ben’s” sons have been taken into the busi- 
ness in an executive capacity. The name of the firm has 
been changed to the Seckinger Sons Company. The old 
quarters have been modernized and expanded in keeping 
with the trend of the times. 

But the three rules are rigidly adhered to. Tor they 
are the foundation upon which the business has been 
built. 

All of the Seckingers believe that a successful plumb- 
ing or heating job begins in the drafting room and on 
the estimate sheet. No job is undertaken before the 
plans are gone over carefully and drawings made of the 
proposed installations. With these, the company ts able 
to figure what is required to the last foot of pipe. 


(Continued on Page 94) 
































































, Down and Sideways 





Vibration control is becoming a major problem with heating 





contractor-dealers. The use of cork, felt, and springs for 





isolation of vibratory machinery is discussed in this article 





| HE perfect performance of air conditioning 


equipment often hinges on the method employed in 
mounting the vibratory machinery. Customers of the 
contractor-dealer have been educated by him to expect 
this perfect performance and, as a result, he cannot pay 
too much attention to those details which consumer pret- 
erence and good engineering practice dictate. 
Knowledge of the nature and quality of floor con- 
struction and even of the soil underlying the floor is 
important in solving an isolation problem. Another 
factor which must be taken into consideration in work 
of this nature is the location of the machine in relation 
to supporting beams, building columns and main walls. 
In the past, mechanical equipment has been partially 
isolated against vibration and noise transmission by 1n- 
serting organic materials under the base of the vibratory 
unit, frequently however without considering the physical 
properties of such materials. Usually timber skids or 
timber platforms were installed 
Cork and on elastic materials such as cork, 
Springs and the machinery was fastened 
to its floating sub-base and to the 
floor by isolated through-bolts. Frequently, separate 
bolts were applied which connected the machine cnly to 
the timber support, while special isolated foundation 
bolts were used to tie the timber support to the floor. 
A further development substituted a floating concrete 
slab for the timber support. This was also installed on 
organic elastic materials. 
A most effective isolation material for such installa- 
tions is cork, which is not affected by atmospheric 
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Figs. 1 and 2—Installation of one type of vibration damper is 
shown here with details of the damper given in the inset drawing 
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moisture, sun rays, or temperature changes and is easily 
protected from excessive exposure to water, oil or acid. 

Research results in recent years indicate that proper 
loading on the cork is essential to obtain satisfactory 
isolation efficiency. This fact has been overlooked fre- 
quently and accounts for differences of opinion regard- 
ing the advisability of bolting the floating machine base 
to the sub-structure. 

Rotating machinery, such as motor driven fans or 
pumps, which is considered fairly well balanced, cer- 
tainly does not require a through-bolting arrangement 
if the cork is properly loaded. High grade cork, for 
instance, has an optimum isolation efficiency under a 
load of 2,500 to 3,000 Ib. per square foot. If overloaded, 
the cork loses its resiliency, and, if the cork is under- 

















Fig. 3—Steel springs constitute another type of damper. One 
unit of this type and its construction features are illustrated 


loaded, the machine will tend to move and vibration 
will be transmitted. For the latter reason, in former 
years it was found necessary to bolt the cork isolated 
machinery to the floor in order to prevent excessive 
movement of the machinery, thus, unwittingly, increasing 
the pressure on the underloaded cork. 

Fig. 1 shows a device, consisting of channel sections 
and cork blocks, which can be installed directly under 
the base of direct driven fans, pumps and other self- 
contained units. By chamfering the cork, the area can 
be reduced in accordance with load requirements. Fig. 2 
shows an assembled bar base for belt driven fan units. 
This bases properly designed and adequately spaced 
cork blocks, and the rigid welded steel construction 
maintains motor base and fan base integrally in proper 
relations to each other, thus preventing any misalign- 
ment or drive distortion. 














Instead of cork blocks, other types of vibration 
isolators employ metal springs as shown in Figs. 3 and 4. 
These can be inserted under the integral steel bases for 
installations where the highest isolation efficiency is re- 
quired, such as in hospitals, offices and hotels. Spring 
type isolators are also applied successfully directly under 
the legs or steel bases of air conditioning units. 

Fig. 5 illustrates the isolation of an air conditioning 
compressor by means of steel spring vibration isolators. 
When additional inertia mass is required for vibratory 
machinery, concrete slabs are used and here also the 
proper loading of the cork isolation must be carefully 
considered. fig. 6 shows a balanced isolator and a 











Figs. 4 & 5—The large photograph shows another type of steel 
spring damper. The small drawing illustrates its application 


panel damper, which incorporate the correct areas of 
cork materials to comply with prevailing load conditions. 
The panel damper type especially has given excellent 
isolation results for reciprocating units of various sizes. 

Because of the extensive use of sheet metal in modern 
forced air heating equipment, vibration will occur in 
various places. Felt has been used as the solution to 
many vibration and air borne noise problems in air con- 
ditioning work. It has a high degree of resiliency and 
will absorb both sound and shock. It can be fabricated 
soft and springy or as hard as a board. These qualities 
make it applicable for dust seals around registers and 
as a combination pad and seal around movable panels 
on blower and combustion chambers. 

Strip felt mounted around the inside flange of a reg- 
ister will not disintegrate under ordinary temperatures 
at the point of installation and will help 
insure a streak-proof job. 
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Fig. 6—The units at the top and bottom are a_ balance-isolator 
and a panel damper. The small unit is a hanger to eliminate 
vibration 


mented or fastened inside duct work. The ™% in. thick- 
ness will, in most cases, eliminate the “swish” of air cur 
rents. It is, of course, important to fasten the felt se- 
curely inside the duct, especially at the edges. Air 
currents of high velocity are apt to tear the material away 
if all edges are not properly fastened. A common prac 
tice is to employ metal strips on the surtace of the felt 
the metal strips then being fastened with bolts through 
the duct wall. 

Jute felt has a high insulating value, is considered to 
be flame-resistant and is often 
mounted around ducts. It 1s Felt for 
available in 4 in. to 1 in. thick Isolation 
ness. Since sheet metal ducts 
run into SO Many obscure places 1} buildings, contrac 
tors should investigate the vermin-proof features of the 
duct insulation used. 

A good quality jute felt when interlaced with burlap 
has good tensile strength. The burlap gives the material 
sufficient toughness to permit tight wrapping around 
ducts for a snug fit. The following table shows heat 
conductivity and other data on jute felt. 
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Heat of Sound 
Thickness Weight in Ib (‘onductivits Absorption 
in inches per sq. yd. B.T.U. per-hr Piteh-€'4,-512 
4” > 004 1.0) 1s 
a” ? 67+ f) 7: 
ly 4 3.79 ) 4 } 
vu” 5 75+ O86 j 
1” 6.674 aay 1 
Density per cu. ft.-—8 Ib 
Tensile Strength of 1 in. Material 2°24 Ib. per 1 in. width 
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Movable panels in combustion and fan 
chambers usually require vibration damp- 
ening material such as strip felt. A good 
quality of felt will not only absorb vibra- 


tion but can also act as a seal to help FELT PAD V2 IN. THICK” 
STEEL STRIP---, 

Se ak BOLT -------~-«> 
at this source. WOOD BLOCK ~..-- 


prevent the loss of heat which 1s so vital 


Quite frequently it is necessary to em- 3/4 IN. FELT P 
ploy the use of felt or other material to 
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eliminate noises in ducts at points where 
noise is produced. Felt has sufficient 
body to support itself when properly ce- 
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Fig. 7—This shows the applications of vibration pads under the legs of a 
compressor base. Actually two layers of material are used. The top being 


cut out to prevent the unit's creeping 
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O pp IRTUNITIES for radiator heating in 
the small home building market—estimated to approach a 
half-million units this year—provided much of the central 
theme for the 5lst annual convention of the Heating, 
Piping and Air Conditioning Contractors National 
Assn., held in New York City, May 27 to 29. 

Addresses and discussion on this topic culminated 
the following resolution approved by the body: “Where- 
as, the market for small homes is recognized as one of 
the best sources of potential business for our members ; 
be it resolved that this convention urge all members to 
make every effort to secure this business. And be it fur 
ther resolved that this association ask the cooperation of 
manufacturers of material used in this industry 1n our 
efforts to develop this market. And be it further re 
solved that the importance of this market be brought to 
the attention of officials of the United Assn. of Journey 
men Plumbers and Steam Fitters of the United States 
and Canada and that they be urged to assist the asso- 
ciation in getting a larger part of this business.” 

The new president of the association—J. EK. McNevin, 
Denver, emphasized this theme in his address, “The 
Contractor’s Golden Opportunity—the Small House 
Market.”” Mr. McNevin urged greater salesmanship bv 
contractors and utmost cooperation from manufacturers 
in the development of low-priced equipment. 

Mr. McNevin concluded forcefully: “Golden oppor- 
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tunity it is (before us) when you stop to remember that 
on a conservative estimate the volume of small house 
building this year will be from 40 to 50 per cent, in 
some cases 7/5 per cent, of all new construction work 
in the building field. It is my sincere hope that the in- 
dustry will be able to look back on 1940 as the year the 
boiler and radiator industry really woke up and started 
t6 cultivate this long neglected field.”’ 

In his report, Sec. Joseph C. Fitts declared: “One 
great field lies open before us—the small home field. In 
this field there is great activity at present. The build- 
ing material interests, financial interests and govern- 
ment agencies are all uniting their efforts to get more 
small homes built. Our part is to see that the owners 
get adequate, healthful comfort through properly de- 
signed and installed heating plants.”’ 

[In addition to many constructive reports of committee 
chairman and officers, the members heard a variety of 
talks on vital topics by men outside the membership. 

H. R. Northup, secretary of National Small Homes 
Demonstration, Inc., explained how his organization's 
movement was expanding to include more than the lum- 
ber interests which it originally represented. He pointed 
out that seven out of ten American families can not 
afford to buy and own a home costing as much as 
$5,000.00. Hence the emphasis now being placed on 
homes costing as low as $2,500.00. Huis concluding plea 


Leaders at convention of Heating, Piping and Air Conditioning Contractors National Assn.; J. E. MeNevin, new president; Wm. 
J. Olvany, 


retiring president; 





Walter Fleischer, vice president, A.S.H.V.E.; Arthur F. Nass, new vice president 
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Harry M. Hart, Chicago; Joseph C. Fitts, New York City, secretary; 5. Austin Pope, Chicago, elected treasurer; Wm. B. Hender- 
son, executive vice-president, Air Conditioning Manufacturers Assn. 


was for product standardization which would bring down 
the cost of heating equipment for these low-cost homes. 

EK. N. McDonnell, McDonnell & Miller, Chicago, 
spoke on the topic, ““Putting Steam Heat in the Small 
Home.” He outlined the products which the contractor 
has to sell in steam and vapor heating and described 
methods of selling these products at a profit. 

R. E. Moore, vice president in charge of sales for 
Sell & Gossett Co., Chicago, talked on, “Hot Water 
Heat for the Small Home.” He suggested methods of 
selling forced circulating hot water radiator systems in 
small homes—also at a profit. 

A. F. H. Scott, vice president and general sales man- 
ager, Hoffman Specialty Co., Inc., Waterbury, Conn., 
summarized the above addresses in a talk on “*Modern 
Merchandising of Radiator Heat for the Small Home.” 
After listing the advantages of radiator heating, he ad- 
vised strongly: “Next, we must make radiator heating 
for the home owner, the operative 
How? By creat- 
Study your mar- 


systems easy to buy 
builder and the general contractor. 
ing a demand for our type of heating. 


Group picture taken at business session of Heating, Piping and 


ket, select your system, price your jobs to meet com- 
petitive conditions, follow the building reports, and go 
see the builder and educate him to overcome his sales 


resistance to radiator heating. 

Development and standardization of heating products, 
a topic closely allied to domestic heating, was given much 
kerry, general man- 
Radiator Manutac- 


weight at the convention. R. E. 
ager, The Institute of boiler and 
turers, outlined particularly two projects of his organ- 
1zation—the built at the 
University of Illinois, and the [-b-R testing program. 
Mr. Ferry stated: “Mobilization of all resources with- 
in the industry, which means the pooling of those re- 
sources, the working together by the members in a 
common effort of a trade organization in which all, or 
at least a large majority of the members have an equal 
interest, and guidance by the best technical and scieritific 
brains available, will place that industry in a position 
to move forward and retain its place in industrial life.” 
Mr. Ferry said that fourteen manufacturers of cast 
| subscribed $50,000.00 


research house now being 


iron boilers and radiators had 


Air Conditioning Contractors National Assn. in New York City 
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toward constructing, equipping and carrying on research 
for three years at the University of Illinois research 
house. 

On the I-B-R Testing and Rating Codes, he stated: 
“Culmination of the efforts of the past two years, result- 
ing in the use of I-B-R ratings on small boilers by nearly 
all of the manufacturers of cast iron low pressure heat- 
ing boilers, makes it possible to say that for the first time 
in the history of the industry, through cooperative effort, 
a program has been completed which accomplishes the 
important objective of providing a uniform and scientific 
method for determining the output of boilers.” 

“Research Develops Better Air Conditioning” was 
the title of an address by William B. Henderson, execu- 


At right, top to bottom, first picture: E. Peterson, J. P. Baldwin 
Co., Chicago; E. N. McDonnell, McDonnell & Miller, Chicago: 
Parker Devlin, McDonnell & Miller, Boston. Second picture: 
J. Lawrence DeNeille, St. Louis; Joe Comer, and George Hoff- 
man, both of Crane Co., Chicago. Third picture: B. S. Bacon, 
Bacon-Smith & Co., New York City; Herbert Snow and Thomas 
O’Callaghan, both of Boston. Fourth picture: Clifford R. Moran. 
Highland Park, Ill.; P. W. Schneider, Utica, N. Y.; Harvey Sand, 
New York City. [Fifth picture: T. M. Cunningham, Carrier Corp.., 
Chicago; B. Y. Kinzey, Richmond, Va.: C. W. Johnson, C. W. 
Johnson Corp., Chicago. Below, first picture: Chas. A. Grissom, 
Warren Webster & Co.. Camden, N. J.; Wm. J. Hoier. Chicago. 
Second picture: O. H. Wendt, and S. L. Haas, both of Chicago 
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McNevin elected to succeed 


Olvany as president; Arthur 


F. Nass new vice president 


tive vice president, Air Conditioning Manufacturers 
Assn. He stated: “Air conditioning has come a long 
way in a comparatively short time. Much of the strenu- 
ous and costly pioneering is over. Most of the impor- 
tant mistakes have been made and rectified. For our 
progress, we can thank the research worker and the na- 
tive tenacity of the American business man. 

“Public demand for air conditioning continues to 
mount. Fortunately, air conditioning did not become 
the mushrooming industry which was to ‘lead us out of 
the depression,’ as so many thoughtless people prophe- 
sied in the dark days of 1932 and 1933. Rather, it has 

(Continued on Page 100) 


Top row, left to right: Norman J. Radder, secretary, Plumbing 
and Heating Industries Bureau; William H. Driscoll, New York 
City, chairman of membership committee; Charles H. Tuttle. 
attorney, a speaker; Thomas I. Magan, Chicago, chairman of 
welding committee. Second row: Mr. Diercksmeir; Mrs. W. H. 
Oleson; Mrs. Diercksmeir; Mrs. Downey; Mr. Downey; Mr. 
Oleson; William Ball, president, Kansas City group; W. V. 
Mallon, manager of Kansas City association; George K. Hopkins, 
executive secretary, St. Louis association. At right, first pie- 
ture: Helen G. Somers; A. Bowers; Mrs. A. Bowers. Second 
picture: Chas. A. Schiemann, and W. G. Glover, both of Chi- 
eago; E. W. Tompkins, Albany, New York. Third picture: 
Wm. C. Weise, Robert Wingassen and Edward Wingassen, all 
of Cincinnati 
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By K. M. Fisher 


S. IME day it may be 


alent of the refrigerator to heat your house. At the pres 
ent time a utility in southern California has made the 
greatest strides in this direction by heating its office 
building with refrigeration equipment. Refrigeration in 
reverse is the principle upon which this installation op- 
erates and the Southern Sierras Power Company claims 
it is a most satisfactory and economical air conditioning 
system. Using conventional refrigeration for summer 
cooling, the building is heated by the same equipment 
merely by reversing the cycle. 

Foremost among the advantages reported by the util 
ity is the savings in initial cost and depreciation. By us- 
ing the same equipment for heating as for cooling the 
company 1s able to get twelve months use from the tn 


vossible to use the equiv- 


vestment. 

There are, of course, geographical limits to the appli- 
cation of this type of heating arrangement. At present, 
reverse cycle air conditioning has been adapted to heat- 
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Ing requirements only in those states where there is a vir- 
tual balance between the amount of heat to be added to 
the air in the winter and the heat to be removed in the 
summer. The Southern Sierras Power Company's build- 
ing is located in Riverdale, a city not far from Los Ange- 
les, where the climate is almost ideal for this type of heat- 
ing system. 

Another factor which often limits the application of the 
system, even in those sections geographically and climat- 
ically well situated, is a lack of readily available and 
practical source of heat. These sources of heat may be 
either water or air; in the system described here, the 
water-to-water method of heating is employed. 

The theoretical factor behind the design of the system 


Above: Well water at 68 deg. Fahr. is pumped into the system 

by an electric pump located beneath the grating in foreground. 

The electrically operated water valves are shown in the lower 
right foreground 








type which 


is the well known principle of thermodynamics which 
states there is no such thing as cold, only a varying de- 
gree of the amount of heat in an object. Thus, while 
water with a temperature of 68 deg. Fahr. ordinarily 
would not be considered as a source of heat it would be 
when compared with water at 36 deg. In other words, 
there is a temperature differential of 32 degrees between 
the two. 

Since a refrigeration machine is in reality a pump to 
move heat from one medium to another, it follows that 
the heat from the 68 deg. well water can be pumped into 
the water flowing through the heat exchanger in the heat- 
ing system and can there be utilized to heat the building. 


mer by pumping well water into an evaporator and cool- 
ing it below the dew point of the desired room condi 
tions. This cooled water is then pumped into the heat 
exchanger. The excess heat which is removed from the 
well water in the cooling process is then pumped into the 


condenser water. ‘This raises the 
Well Water 


temperature of the condenser 
water and the warmed water is for Cooling 


thrown into a waste well. 

In winter, when heating the air with the same machin- 
ery, the reverse is true. The condenser-warmed water is 
not thrown away but instead is pumped to the heat ex- 
changer and used to heat the building; the chilled water 
is thrown away. This change in circuits is accomplished 
automatically by means of electrically operated water 
valves which are shown in Fig. 1. 

The capacity of the equipment installed in the River- 
dale building is equivalent to the melting of 75 tons of 
ice in, 24 hours. The heat produced by reversing the 
cycle of refrigeration is equal to that brought about by 
the burning of 25,000 cu. ft. of gas per twenty-four hour 












Reverse cycle air conditioning is used to heat 


several buildings in southern California. 


utilizes a 


In the Riverdale building, the air is cooled in the sum-. 






Here's 


a description of a late installation of this 


water - to - water cycle 


day. Reports state that the cost of operation for this 
year ‘round conditioning is less than the previous cost of 
simply heating the building. 

The Gay Engineering Company of Los Angeles, de- 
signer and installer of the system, has recently installed 
a similar system in its own building. Its records or 
performance data charts comparing the cost of heating 
with reverse cycle refrigeration and with electrical re- 
sistance heaters shows that five times as much heat is 
delivered to the building by the refrigeration system as 
would be by the heaters consuming the same amount of 
electrical energy. 

































Left—The Southern Sierras build- 
ing, which has reverse cycle air 
conditioning system installed by 
The Gay Engineering Company, 
Los Angeles contractors. Above 

Control panel used in installation 
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At left—L. E. Buxton, manager of the 
Chicago district sales division of Edi- 
son. General Electric Appliance Com- 
pany, Inc., explains technical features 
of water heaters at a recent contractor 
meeting in Chicago. Below—a sample 
of the newspaper advertising of Com- 
monwealth Edison Company. This and 
other ads in the series measure 8 by 


154 in. 





Now, enjoy all the hot water yoo went for every 
heeschold need at an amazingly lew cost 
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New product enters the ‘prof- 
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it” phase. In Chicago, as else- 











where, the utility flags the 






teberal trade om 





master plumber, offers him 


« O your 
oid weeer heater 





Commonwealth Edison Co mpan y 
Tetephone RANdstph 1200 ¢ 











"°W 
IX ARE: firmly convinced that the mas- 


ter plumber is the logical and best qualified retail outlet 
for electric water heaters.” 
Kk. EK. Bard, manager of the dealer cooperation depart- 
ment of Commonwealth [Edison Company, Chicago 
spoken as his company placed into effect a “Plan for a 
Special Cooperative [Electric Water Heater Campaign” 
with local plumbing contractors. 

The plan was created as of January 2, but the utility 
has just completed a promotional program of contractor 
meetings and personal calls upon approximately 600 
master plumbers to throw the campaign into high gear. 
These meetings and visits have acquainted the local 
plumbing contractors with details of the plan and have 
outlined specifically the profit possibilities which it offers. 

The Chicago plan illustrates how new fields are open- 
ing to the plumbing industry as electric rates are being 
It provides 


lowered in many sections of the country. 





fn Inside Track to Sales 


These were the words of 
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our industry with an opportunity to study from the 
heginning a merchandising campaign of the type which 
has had such marked beneficial results in the sale of elec 
tric water heaters in Los Angeles, and in the sale of 
other electric and gas appliances in other areas. 

lor several years the Plumbing Contractors Assn. 
of Chicago has operated under a favorable agreement 
with the Peoples Gas Light and Coke Co. in the sale of 
gas appliances. There has been no official agreement 
with Commonwealth Edison Company, but T. W. 
Merryman, chairman of the utilities committee of the 
association, and Sec. Peter M. Munn say that the asso- 
ciation membership looks with favor upon the new elec 
tric water heater campaign. Water heaters are classified 
as plumbing in the Chicago plumbing code. 

In opening the campaign, Commonwealth Edison 
launched a series of large advertisements in the Chicago 
daily newspapers. These ads emphasize the low, one 

























Above—R. E. Bard, manager of the 
dealer cooperation department of 
Commonwealth Edison Company, who 
outlined a new plan of sales commis- 
sions and installation and used-heater 
allowances. At right—A. H. Jaeger, 
manager of the electric water heater 
division for Edison General Electric 
Appliance Company, Ine. and chair- 
man of the water heater section of 
The Modern Kitchen Bureau, ad- 
dresses meeting of Chicago master 
plumbers on sales opportunities of- 





fered in water heater field 


cent per kilowatt hour “off-peak” rate for electric water 
heaters and urge the public to see a master plumber for 
complete details. 

Knvelope stuffers with electric bills are also utilized. 
In addition, the campaign ties in with the electric water 
heater promotional advertising of The Modern Kitchen 
bureau. 

The new plan provides a $10.00 trade in allowance for 
old water heaters of any type when a new electric water 
heater is purchased. The customer is permitted up to 
56 months to pay, with a 6 per cent per year carrying 
charge on the unpaid balance of the sale. Minimum 
down payments of $5.00 on heaters selling up to $150.00, 
and $10.00 on heaters selling for $150.00 or more, are 
specified. This financing is handled entirely by the 
utility. 

A liberal installation allowance is made to the master 
plumber by the utility. In addi- 
tion, Commonwealth Edison 


Commissions 
Company pays a 15 per cent com- for Leads 
mission on the selling price of the 


heater regardless of whether or not the sale was closed 
by a representative of the utility. In other words, the 
15 per cent commission is paid for the lead which re- 
sulted in the sale. 

The utility’s central aim, according to Mr. Bard, is to 
push the sale of electric water heaters and thus increase 


~- 
2 3 
. . 


the company’s load. Under these circumstances, the 
company emphasizes that it 1s glad to cooperate with 
master plumbers under a second plan drawn up some 
time ago. This plan allots the master plumber exactly 
the same installation allowance as under the plan outlined 
above and further, permits him to place his own mark-up 
on the heater with a resulting greater profit. Contractors 
operating under this system purchase their water heaters 
from their regular wholesalers. 

Mr. Bard and other spokesmen for Commonwealth 
edison Company discussed the two cooperative plans at 
a meeting for west side plumbing contractors held 
recently in the offices of Edison General [lectric Apph- 


Mr. Bard stated that sales ot ele 
tric water heaters had gained trom 15,000 in 1933 to 
120,000 in 1939. tle declared 
Huge there 1s a potential market ot 
Markets onneee Se living in one, 
[wo ane three-tamuly dwellings 

+] 


in Chicago. He emphasized that the electri Wall 


ance Company, Inc. 


heater 1s now entering the “profit™ phase in merchan 
dising, outlining the usual steps in the history of an 
appliance as pioneering period, profit period and com 
petitive period. 

Nenneth Goewey, of [edison General Electric Appli 
ance Company, stated that huis COoMpany Is enthusiasts 
over the master plumbers place in the distribution 
set up, “He Is the key to the whole problem ot electri 
water heater sales,” emphasized Mr. Goewey. 
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A. H. Jaeger, manager ot the water heater division 
\pphance ( Oliipahy, 


described the electric water heater picture nationally, 


of Edison General = [lectri 


commenting upon the N.A.M.P. resolution of last year 
urging cooperation with. electric utilities im | 
water heaters. Mr. Jaeger stated, “T 
decision, since vou are getting in on the ground floor 
The water heater industry is a part of your industry 
Mr. Jaeger predicted a constant growth in home build 
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ing activity for the next six years : 


made in a discussion of the market for electric apphanet 
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False Water Lines 


® This reader wants to know if there are any 
advantages in a false water line 


To the Editor: 

[ would greatly appreciate obtaining all possible in- 
formation available on the application and operation of 
artificial water lines on heating systems. Please include 
in this information the minimum height of the false 
water line above the water line of the boiler. Also, 
whether there is any advantage or disadvantage in hook- 
ing the equalizer pipe to the boiler side or to the building 
side of the top of the loop. Is there any advantage to 
dropping and then rising to the height of the false water 
line instead of immediately rising tu ie false water line. 

New York A. 2. 

To the Reader: 

The purpose of the false water line in steam heating 
is to water seal drips and returns so that steam will not 
flow back into the radiators through the return connec- 
tions and close off the air valves before the radiators 
are fully heated. See Fig. 1 for a typical arrangement. 

In order to obtain the water sealing feature it is 
necessary to drop the return line below the top of the 
false water line all the way down to where the rise 
creating the false water line is located. Then, any pipes 
connected into this return will be water sealed; the 
depth of the seal should be about two feet to adequately 
seal off the drip and return lines, although a greater 
depth may be necessary in some cases where the pres- 
sure drop in the steam mains is high. 

The false water line may be placed at any height above 
the regular boiler water line and the balancing pipe from 
the steam main (which prevents the siphoning out of 
the wet return formed by the false water line) usually 
is connected at the top of the drop to the regular return 
line as shown in the sketch. The loop forming the false 




















water line is ordinarily very short, being simply a rise 
and drop in the piping, so that there is little difference 
in such cases whether the balance pipe is connected to 
the beginning or the end of the top of the loop. In cases 
where the top of the loop must be of considerable length 
the balance pipe should be connected to the boiler end 
just on top of the vertical drop down to the regular re- 
turn main. 


Answe rs from Reade rs 


Many correct answers to the readers’ problem presented in the 
April issue of DOMESTIC ENGINEERING were received. The one 
selected for publication was chosen for its accuracy and simplicity. 
The question was: 

Water supplied from the house tank shown 
in fig. 31s available to operate the various fix- 
tures indicated in this drawing at the several 
levels. lush tanks were used on the fourth 
floor while flush valves were used at lower levels. 
Indicate the necessary pipe size in the installa- 
tion, showing details for figuring pipe sizes. 


Since the pressure of still water, due to its weight, 
increases 0.43 lb. per sq. in. for every foot the head of 
water is increased, it follows that if we wish to obtain 
a pressure usually considered sufficient for satisfactory 
operation of most flush valves or flush tanks it will be 
necessary to raise the water tank a distance which will 
most nearly give us this desired pressure at the fixtures. 

Theoretically, however, this pressure is not necessary, 
and as all readers submitting answers considered the 
problem from this viewpoint they deserve every credit 
for handling the problem in a concise manner. 

Robert Zien, Gary, Ind., sent in the following solu- 
tion: 

“In view of the fact that the house tank is set only 10 
ft. above the fourth floor, the supply riser above the 
fourth floor fixtures must be liberal in size. Probably 
the reason for not using flush valve water closets on the 
fourth floor is that many of these valves require at least 
/ |b. pressure to operate them while the pressure of 2.15 
lb. which is obtainable at the top floor is sufficient to 
operate flush tank water closets. 

“The piping system presented here is designed to 
maintain a pressure of at least 7 lb. to operate the 
necessary flush valves on the second and third floors. 

“The pipe sizes for the first floor fixtures are so ar- 
ranged that if 1% in. pipe is used for the vertical and 
horizontal mains the resulting pressure at the fixture 
will be 12.9 lb., or if 1% in. pipe is used for the vertical 
main and 1 in. pipe for the horizontal main the resultant 


Fig. 1—The false water line in this drawing is indicated by the 
solid line in the upper right-hand section. Note that it pre- 
vents steam flowing back into the radiators 











oa 
r 
oO 








pressure at the fixture is 5.10 Ib. This latter pressure 
is sufficient to operate the necessary fixtures on the first 
| | : 
floor. , 7 | | | 10" “Ts” 
‘This system is designed with the smallest pipe sizes | 


























hp F 
possible to give sufficient pressure at the fixtures. The Se ce | y o 
g.p.m. per fixture is obtained from tables showing the a | peer 
approximate flow from fixtures under normal water mime rere SE ATM BLO i He ee 
pressures. The relation between the maximum possible Tae cee Ha 
How in g.p.m. and the maximum probable per cent of use ee eee a, 
is obtained from standard curves showing this relation- Sa 
ship. io 


“Allowances for fittings in feet of straight pipe is 


6.96 LB. PER SQ. IN, 
; : sf 
obtained from a standard table and the pressure drop P 


eats + - 


$.25 LB. PER Sae L ARO FLOOR HSMN RE be TL 
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for various rates of flow of water, based on pipe in fair + a" 87 GEM 
condition, is also taken from standard charts. | _ NOTEALTERNATE ARRANGEMENT 
or . DE 1 4" PRESSURE £'> 15.96 LB PER SQ. IN, 
[he sample calculation presented here shows the 2 ie .e 5 saphaune €4 iis A ae a a 
method of arriving at probable pressure with a given 1 rida 
> P e P 5 
size of pipe.” a 
a | a ese 2B PERSON | 2 noon) af St er 
F — 186 g.p.m. or 3 lb. per sq. in. with 1% in. pipe. i Sescunariemtenatmobe ote saree ee 
Length of pipe B to H = 27 ft. T i once 
6 ft. 
1'4 in. ell = ————— AT cou. 
t.e.r.33 ft. 
3x 33 : $2.94 LB. PER SQUN. 
ry ‘ iA Mc clsii is ics scncosscicncs shinai aii Sit eso aolie 
P — ——— = 0.99 Ib. per sq. in. Pe ae 
pH 4 
: me 3 ; , 
Ds = 2 it. x 0.43 Ib. niin Tagg 0.8 > Ib. sto — Fig. 3—This is a reproduction of the drawing sent in by Robert 
Total losses P + S, = 0.99 + 0.56 = 1.85 Ib. per Zien, Gary, Ind, in answer to the problem presented in the 
sq. in. April issue of Domestic ENcINgEERING. Note that alternative 
rc c ° arrangements are suggested in the drawin 
Pressure at H = 4.0 — 1.85 = 2.15 lb. per sq. in. lias 6 
Where: 
I = low in g.p.m. 








P = Pressure loss through pipe friction. 
S. = Static pressure loss in lb. per sq. in. , , —— 
‘se pean, Questions Answered in This Issue 
@ Could you heat your home economically with 
reverse cycle air conditioning if this house, 
by some strange chance, were at the South 


Pole? See article, page 50. 
@ What product was referred to by a utility 


man as just now entering the “profit phase?” 
See article, page 52. 


Comments on Solution 
In order to size the piping some very low pressure 
drops will have to be used especially for the fourth 
(Continued on Page 96) 


Question for Readers 


@® Which state association of master plumbers 





A reader of DoMeESsTIC ENGINEERING recently connected a 30 
gal. storage tank to the indirect heater shown in Fig. 2. .Now it 
is desired to increase the storage capucity to 60 gal. by adding 
another 30 gal. tank. What would be the best method of con- 
necting these tanks? 

Send your answer to the Editor, Domestic ENGINEERING, 1900 
Prairie Ave., Chicago. Five dollars will be paid for the answer 
selected for publication. 





WwW. TO 


ee 











INDIRECT renee da 


illustration presents the problem for 
described in the paragraph above 
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Fig. 2—This 
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was the latest to go on record favoring es- 
tablishment of a National Plumbing Week 
and a National Heating Week? 

See article, page 39. 
What is it the Seckingers say? 

See article, page 43. 
What was the principal theme of this year’s 
Heating, Piping and Air Conditioning con- 


vention? See article, page 46. 


What kind of people are going to live in the 
FHA houses at the New York World’s Fair? 
See article, page 34. 
What kind of plumbing and heating are in- 
stalled in these homes? 
What is the Cincinnati Plan? 
See article, page 37. 
For what radio program did the “Story of 


the Bath” form a basis? 
See article, page 36. 
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Floyd Temple, recently elected presi- 
dent of the Michigan Assn. of Master 
Plumbers 


Indictment 

Sixty members of the southern Calli- 
fornia plumbing, heating, ventilating 
and air conditioning industry were to 
appear for plea on monopolistic con- 
spiracy charges in Federal Judge Leon 
R. Yankwich’s court in Los Angeles on 
June 3. 

The 
Federal grand 
conspiring to 
Anti-Trust Act. 
cused of having 
for the 


sive 


charged in a 
with 


defendants are 
jury indictment 
violate the Sherman 
The defendants are ac- 
association 
collu- 
practices to ob- 
conditioning, 
work 
were not 
The in- 
contrary 
Anti-Sherman 
Act and in illegal restraint of trade. 


formed an 
of engaging in 
joint 


purpose 
action and 
tain a monopoly of air 
heating and ventilating contract 
to the exclusion of all who 
members of the association. 
dictments cite their 
to the principles of the 


acts as 


N. H. Code Fight 


Defeated in 
licensing law 
of the 
plumbing 


their 
through the 
legislature, New 
contractors will renew their 
legislature holds its 
sitting in 1941, it has 


efforts to put a 
last session 
Hampshire 
fight when the 
next 
been 


session 


learned. 


Kentucky Elects 


John M. Wilbers, Louisville, was 
elected president of the Kentucky Mas- 
Assn. at the close of 
the annual meeting recently. He suc- 
ceeds Martin A. Wittmer, Louisville. 
Frank Koenig, Louisville, was named 
vice-president. O. H. Mitzlaff, Louis- 
ville, was re-elected secretary-treasurer. 


ter Plumbers 
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Calif. Annual 


© Four hundred attend conven- 
tion—Merchandising is big 
topic 
Organization and merchandising fea- 
tured activities at the 39th annual con- 
vention of the California State Assn. 
of Master Plumbers, held at the Palace 
Hotel, San Francisco, May 13 to 16. 
Four hundred delegates, alternates, 
other members and guests attended. 
Clyde Hickman of Long Beach was 
elected president, succeeding J. J. Mc- 
Leod of San Francisco. Other officers 
are: H. H. Holland of Sacramento, 
vice president; Louis Breer of Los An- 
geles, secretary-treasurer. The 
of directors consists of Loy F. Johnston, 
Angeles, A. O. Reed of San 
Owen Miller of Stockton, and 
President McLeod. C. Arthur 


board 
of LLOos 


Diego, 
Past 


At California convention: 


Contractors 


Associations . . Events 


Sanford executive 
secretary. 

Featuring an ambitious program of 
entertainment for both the delegates 
and their wives, was the banquet held 
in the Palace Palm Court, with nearly 
1,000 in attendance. Throughout the 
convention period, keen interest focused 
on the 37 exhibit booths immediately 
adjoining the convention chamber. 

In his annual report, President Mc- 
Leod announced a net gain of 32 mem- 
bers during the year. He recommend- 
ed that in order to follow through on 
unfinished business, and to give the 
association full benefit of their experi- 
ence, all committee chairmen serve at 
least two years. 

Due to his absence, the report of 
Chairman Swinnerton of the sanitary 
committee was read by Asst. Secretary 
Pratt. It was shown that few infringe- 
ments of sanitary regulations were re- 
ported to the committee during the 


was employed as 


(front row) Louis Breer, Los Angeles, secretary4reasurer : 


H. H. Holland, Sacramento, vice president; Clyde Hickman, Long Beach, president; 

J. J. McLeod, San Francisco, director and retiring president; (back row) Loy F. John- 

ston, Los Angeles, director; Owen Miller, Stockton, director; A. O. Reed, San Diego, 
director; C. Arthur Sanford, Los Angeles, executive secretary 
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Full Value in Valves 


The new Type WB 
Webster Radiator 
Supply Valve. For 
TahicldulohitoliMmelelela-t3- 
Warren Webster & Co. 
Camden, New Jersey 
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WATER PUTS AN END TQ ICY FLOORS 


Hoffman Hot Water Controlled Heat defi- 
nitely eliminates “cold 70” complaints because 
of its basically different method of circulating 
and controlling the heating medium... posi- 
tively smoothing out variations in room tem- 
perature previously beyond control. 


This revolutionary improvement in comfort 
is made possible by a dual temperature con- 
trol of he hot water continuously circulated 
through the radiators. The circulating water 
is automatically and accurately regulated to 
the degree which exact/y compensates for the 
heat loss of the building. Any temperature 
desired will be maintained to a hair’s breadth. 





Obviously, the continuous emission of the 
correct degree of heat prevents stratification 
of air in the room. 


The three basic units of Hoffman Hot Water 
Controlled Heat are adaptable to any type of 
Illustrating the piping arranRement and position of Hoffman automatically-fired hot water boiler. Old in- 
Hot Water Control Units. The Water circulates continuously stallations can easily be converted by a simple 
| re-arrangement of the piping around the 

boiler. For design data, write today to the — 


troller, with its Outdoor and Water Temperat Hoffman Specialty Co., Inc., 


tains an accurate balance between heat loss an , Dept. RX6, Waterbury, Conn. | ‘ 
—_ 
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DESIGNING ON A 240 BTU BASIS PERMITS YEAR-AROUND HOT WATER BY SIMPLY The ee ee a 
, AN INDIRECT HEATER and Temperature Contro ere the 
SMALL, EASILY CONCEALED RADIATORS ADDING i IREC pl oh a ae 


Hot Water Controlled Heat. 


HOFFMAN _“47- (4%, 


ore sold everywhere by leading wholesalers of Heating ond 


cn cegeee CONTROLLED HEAT 
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year. The report commended action 
taken by state and local associations, 
the Pacific Coast Plumbing Inspectors 
Assn. and the organized journeymen, 
looking toward aggressive plans for 
putting through the state plumbing 
code. Unified effort in this direction 
is now being pressed from all quarters. 

Keen interest was shown in the re- 
port of National Director L. J. Kruse 
of Oakland. He referred to the coming 
national convention in Cincinnati and 
touched on the activities of the testing 
laboratory at the University of Iowa. 

George Y. Morton of San Francisco, 
chairman of the apprenticeship commit- 
tee, placed responsibility for training 
activities squarely on the shoulders of 
the masters and journeymen. “Unless 
fuller cooperation is not soon forth- 
coming, the solution of this vexatious 
question may be taken out of our 
hands. This will be either a winning 
or losing fight, depending entirely on 
your efforts and those of others most 
intimately concerned. ... In many 
communities the curriculum rests with 
the local educational board, which fre- 
quently results in turning out nothing 
short of handymen.” 

Chairman J. B. Hawley of the legis- 
lative committee, spoke of the appren- 
ticeship law, urging the membership 
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to “get busy and inform our local com- 
mittees to contact the state committee 
to secure regularly indentured appren- 
tices.” As to the state plumbing code 
to come before the forthcoming regu- 
lar session of the legislature, Mr. 
Hawley said in part, “The masters, in- 
spectors and journeymen will I am sure 
have the active support of all con- 
cerned.” 

President McLeod as chairman of 
the public utilities relations commit- 
tee, spoke of the handling of com- 
plaints, mostly of local nature, between 
the joint conference committee and 
the utilities. “On the whole, relations 
between the masters and the utilities 
have improved. More than that, we 
feel we have strengthened our posi- 
tion.” 


Utility Cooperation 

R. E. Fisher of the Pacific Gas and 
Electric Co. gave a brief summation 
of the background and aims of the 
Pacific Coast Gas Assn. The develop- 
ment of marketing arrangements came 
in for discussion, all pointing to the 
working out of the joint agreement 
between the utilities and the master 
Plumbers, it being added that 30 com- 
mittees are now operating on a forward 
looking program. 
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In the field of water heater sales, 
Fisher held there still exists a 45 per 
cent market; to this he added the ex- 
pressed willingness of his company to 
contribute research efforts and other 
work looking toward sales betterment. 
He maintained “There’s no substitute 
for the master plumber: we want to 
see you take your place in this pic- 
ture.’ 

J. E. Heaslett, executive secretary, 
Northern California 
Heating Wholesalers Assn., 


Plumbing and 
prefaced 
his talk by referring to the privilege 
of meeting in open forum and discus- 
sing in democratic fashion whatever 
subject may be up for discussion: this, 
in contrast with conditions as they are 
in Kurope. 

Turning to the subject of business in 
its broad aspects, he said, “Every suce- 
cessful business has made a stake for 
itself; and every business must defend 
itself.’ New horizons and broad and 
fertile fields for new business, much 
of it reflected in current construction 
figures, still more in prospect due to 
developments such as California's 
Valley 
were outlined in heartening detail. 


$200. 000.000 Central project, 


“And we must be prepared to face 


change; we must adjust ourselves 


easily to changing markets, changing 


Some of the exhibits and exhibitors at the convention of the California Assn. of Master Plumbers: (top row) Ben S. Blair, sales 


representative, Grinnell Co.; Charles Nicholas at Crane Co. display; J. 


B. Griffin, sales representative, Walworth Co.; (second 


row) Erwin Heieck, Allan K. Cameron, F. Elmer Fowle at exhibit of United Pipe & Supply Co.; B. C. Baglion, assistant manager, 





San Francisco branch, General Water Heater Corp.; Wm. O’Brien, Stuart Greenberg, E. K. Ross, Maurice Greenberg, Ed. Baer, at 
M. Greenberg’s Sons display; (bottom row) Emile Heymans, C. Y. Frazer, at Pacific Nipple Co. booth; Glen F. Dollahon, sales 
representative, Public Service Brass Co.; Chas. R. Foote, sales representative, Radiator Specialty Co. 


“ 
t- TEST CAST mom 


TINNED CAS’ 1 ROm 


















California headliners: J. J. McLeod, San Francisco, retiring president; J. E. Heaslett, executive secretary, Northern California 


Plumbing and Heating Wholesalers Assn.; L. 


M. Hendsch, president, Pacific Coast 


Plumbing Inspectors Assn.; R. E. Fisher, 


Pacific Gas and Electric Co.; Ferris Wakeley, California State Department of Education 


consumer demands, meantime gearing 
methods to meet the changing 
The FHA has made buying 
our merchandising methods 

We should modernize 
methods to pace the de- 
better-plumbing-minded 


our 
order. 
easy; but 
are lagging. 
our selling 
mands of a 
public.” 
Discussing salesmanship, Mr. Heas- 
lett developed four essential points, 
the most important he considered to 
be that of personal contact, add- 
“Any publicity must be 
must include day-to-day 


ing that 
constant: it 
effort.” 
Ferris Wakeley of the California 
State Department of Education, further 
explored the possibilities of salesman- 
Commenting on the trend among 
master plumbers toward hetter  busi- 
ness, he nevertheless stressed the lack 
of effort directed toward actual selling. 


ship. 


increased 
measure of “After 
all, service is the key that opens the 
pleasing 
pleased. 


He counseled rendering an 


customer-service. 


business by 
must be 


more 
and people 


door to 
people 


Sales Points 

“Less than 10 per 
gaged in the construction business paid 
income taxes last year, this being ob- 
viously due to their failure to make 
a profit.” He expanded the subject by 
analyzing the relative margin between 
the sale of merchandise and labor. 
Weighing the reasons for sales fail- 
Wakeley held 30 per cent were 
due to “pure laziness’—not getting out 
making the required number of 
“and in 25 per cent of the 
cases, sales was due to the 
lack of knowledge of goods or services, 
inability of an otherwise com- 
man to get his ideas over to 
the prospect. When selling, use 
the language of the potential buyer: 
he's not interested in the gauge of 
metal employed; but he is definitely 
interested in what the appliance or fix- 
ture will do, it'll look, itll 
work, and quite possibly how it'll save 
him money or inconvenience.” 

Other speakers included R. M. Thorn- 


cent of those en- 


ures, 


and 
contacts: 
collapse 


or the 
petent 


how how 


Lead Industries Assn., and 
lL. M. Hendsch, of Bakersfield, presi- 
dent of the Pacific Coast Plumbing 
Inspectors Assn. Mr. Hendsch stressed 
the need for an adequate state plumb- 
ing code, expressing the eagerness of 
cooperate fully in 
such a code for 


ton of the 


his association to 
the promulgation of 
California. 


N. Y. Convention 


® State association reelects 
Stockinger and other officers 
—Plans state code for neat 
SESSION 


Discussions of the activities of the 
Government in investigating the build- 
ing industry enlivened the 52nd annual 
convention of the New York State Assn. 
of Master Plumbers in New York City 
on May 9 and 10. This point was em- 
phasized by the appearance at a well- 
luncheon on the first day of 
Edwards, who is associated 
Arnold, assistant attor- 
ney general, in handling the building 
industry indictments. After his talk, 
a question and answér period brought 
out further discussions, while at a 
later general session, Henry S. Blank 
of Dayton, president of the National 
Assn. of Master Plumbers, told of some 
of the incidents in connection with the 
investigation of the plumbing industry 
as well as outlining generally the ar- 
rangements made by that association 
for defending the case. 


attended 
Corwin D. 
with Thurman 


Recognize Code Work 

In addition, developments of particu- 
the plumbing industry, 
either nationally or in New York State, 
were covered in the program by speak- 


lar interest to 


ers and reports. Jacob Stockinger, Jr., 
Queens, was signally honored by being 
reelected state president. In the same 
way, the honor of reelection was 
awarded to Howard Coon, Syracuse, 
vice-president; Henri X. Billharz, 
Queens, Charles H. 
Mentzinger, treasurer, in 


secretary; and 
Brooklyn, 
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recognition of the work done by the 
Stockinger administration in connec- 
tion with membership and the efforts 
to secure a state-wide code. 

National association activities were 
fully covered in the address by Mr. 
Blank and in the report given by Thos. 
J. Cronin of Binghamton, national di- 
rector. 

Speakers were chosen from without 
the membership to handle talks of par- 
ticular interest. In addition to Mr. Ed- 
wards, addresses were given by Wil- 
liam Wilson, commissioner of housing 
and buildings, City of New York; Jay 
R. Crowley, supervisor, bureau of adult 
education, the state education depart- 
ment, on “Apprentice and Trade Train- 
ing in the Public Schools’; Charles C. 
Platt, vice-president of New York State 
Assn. of Architects, who discussed the 
work of the architects to keep cities 
out of private business; Hugh H. Cuth- 
rell, vice-president of Brooklyn Union 
Gas Company, on “Gas Utility and 
Master Plumber Cooperation”; Charles 
B. Nash, vice-president in charge of 
publicity, American Radiator & Stand- 
ard Sanitary Corp., Pittsburgh; Sol 
Pincus, deputy commissioner, depart- 
ment of public health, City of New 
York; Louis Buffler, assistant director 
in charge of underwriting, state insur- 
ance fund; Charles A. Holmquist, di- 
rector, division of sanitation, depart- 
ment of health, State of New York. 


Well Known Visitors 

Officers of either the state or national 
associations were also present from 
Connecticut, New Jersey and Pennsyl- 
vania, including Michael Hyland of 
Waterbury, president of the Connecticut 
Master Plumbers Assn., and I. B. Skau 
of Hartford, national director; also A. 
F. Ruehl, Newark, president of the New 
Jersey Master Plumbers Assn., George 
Bird of Elizabeth; C. John Klimback, 
Essex Fells, vice-president of the New 
Jersey association; and Thos. H. 
Craige of Pittsburgh, field secretary of 
the Pennsylvania Assn. of Master 
Plumbers. 














At Tri-State convention 


national treasurer; Dunaway and O. C, 


Plumbers Supply Co.., 
Chester Burgan, 


Arkansas and Kansas who 


‘really started on the night 


plumbers acted as 


main feature of which was an auto trip 
famous Woolaroc 


Leonard Megee, general chairman, 


and Guy Emerson, entertainment chair- 








(top row) Edward Monteath, St. Louis, national vice president; 
Robertson, both Wichita, Kan.; Mr. and Mrs. R. G. 
Pain, General Water Heater Corp.; J. E. Hesser, American Radiator & Standard Sanitary Corp.; H. H. Holmes, 





H. O. Green, Tulsa. 
Hunter, manager of Crane Co.. 


George L. C. Dehn, Compound Injector and Specialty Co.; 


men, with their committees, helped to 
make the convention a success. H. O. 
Green, program chairman, arranged 
an instructive and constructive series 
of meetings. 

An educational feature was a group 
of exhibits just outside the convention 
hall. Wholesalers and manufacturers’ 
representatives were given free space 
in which to exhibit their companies’ 
products. 

The meetings were in charge of A. 
T. Hogle, Muskogee, state president. 
Edward Monteath, St. Louis, national 
‘vice president, was the honored guest; 
he discussed the work of various na- 
tional committees. 

Among the other well known speak- 
ers were C. B. Nash, vice president and 
director of publicity for American 
Radiator & Standard Sanitary Corp.; 
Mrs. E. D. Hornbrook, one of the 
founders and first president of the 
national auxiliary; H. O. Green, N. A. 
M. P. treasurer; F. A. Malatesta, man- 
ager of the Crane Co. Tulsa branch; 
R. G. Scott, representing Clay Products 
Assn.; Homer Yetman, Lead Industries 
Assn. 
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y Roller, Tulsa see- 
both of Wichita; R. D. Shelton and D. A. Hawk, both of Kohler Co.; L. L. Graves, K 
' American Radiator & Standard Sanitary Corp.; M. E. Hollis, Oklahoma City; 
. L. Parcell, both of Ridge Tool Co.; Mr. and Mrs. Leo Filstead, J. C. Kupferle Foundry : 

plumbing inspector; H. S. Yetman, Lead Industries Assn.; Mr. and Mrs. J. M. Walls, McAlester, Okla. 


Okla. gerne 


meeting in 
rans big attendance 
Arkansas and Kansas 


(bottom row) Ralph Chamberlin, 
Louis; Joseph Hunt, 


The final day was given over to con- 
vention work of the Oklahoma associa- 
with out-of-state guests ep-mnsntegier 
as interested spectators. 


manufacturers 


N. Dak. Annual 


North Dakota 


plumbing code. 
sized by Rasmus Lunseth, 
the code committee, 
by Lloyd K. Clark, director 
health, and others. It was emphasized 
would be necessary. 

Robert Gibb, Fargo, was elected presi- 
Bernard Thompson, 


was named vice president and Peter W. 
reelected secre- 





Grand Forks, 
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eleven years. 


The 
pipe you 
specify... 








Luxurious Haddon Hall on Atlantic City’s famed 
. boardwalk where 200,000 Ibs. of Anaconda 85 
Red-Brass Pipe has conveyed hot salt water for 
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Can it mateh this record of 
dependable service? 


“In over thirty years experience with hot salt water, we believe Anaconda 85 Red-Brass 


is the best material for the purpose. Since 1929 when the large addition was completed 


at Haddon Hall, we have had practically no repairs to this hot salt water piping.” 


It’s no picnic when piping fails due 
to rust or corrosion. For when it 
does, there is the expense of ripping 
out walls, the cost of replacing the 
rusted-out pipe and of replastering 
and painting. Add these expenses 
to the price of rustable piping and 
compare the total with the price 


of Anaconda 85 Red-Brass Pipe. 
You'll find that the Anaconda 
product casts much less, 

The experience of the last twenty 
years has proved that Anaconda 85 
Red-Brass Pipe offers the greatest 
resistance to corrosion of any water 
pipe commercially obtainable at 


William H. Ledshaw, Chief Engineer 


moderate cost. Since no other ma 

terial can match this record of de 

pendability, there is no doubt that 

Anaconda 85 Red-Brass Pipe has no 

superior for plumbing lines. 4018 
° 


Visit the Copper & Brass Industry 
Exhibit in the Hall of Industry 


N u York W orld hair O40) 


© N.Y.W. F. 


Anaconda 55 Red Pua Fype 


THE AMERICAN BRASS COMPANY—General Offices: Waterbury, C onnecticut 


In Canada: ANACONDA AMERICAN BRASS LTD., New Toronto, Ont.—Subsidiary of Anaconda Copper Mining Company 
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Conn. Convention 


® Proposed state code domi- 
nates golden anniversary 
meeting 


Meeting in its golden anniversary 
convention in New Haven, May 14 and 


15, the Connecticut Master Plumbers 
Assn. named Stephen Miller, South 
Norwalk, president; Ralph J. Wilmot, 


New Haven, first vice president; James 
V. Ursini, New Haven, second vice pres- 
Philip J. Brown, Middletown, 
Harold J. McGill, Westport, 
recording secretary. 

One of the 
quested the state and municipal boards 
health to take action compelling 
owners of restaurants and business es- 
sanitary con- 
with existing 
legal and sanitary requirements. 

National President Blank talked at 
some length on broad matters of asso- 


ident: 
treasurer: 


principal resolutions re- 


of 


provide 
accordance 


tablishments to 


veniences in 


ciation activities, a theme which was 
echoed by I. B. Skau, national director. 
Mr. Skau the work 
state apprenticeship and labor commit- 
He touched, too, upon one of the 
themes de- 


discussed also of 
tees. 


Inain of the convention—a 
tailed state code. 

Reporting for the legislative commit- 
. Philip J. that 
the had the 
approval of the public health board, and 


is now 


tes Brown announced 


code heen completed, has 
the 


the 


ready for to 


He 


presentation 


legislature. emphasized that 


Members, auxiliary members and guests at annual assembly of Florida 
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code would be presented as a necessary 
public health measure. 

Lester Wigglesworth reported for the 
sanitary committee, outlining progress 
made on septic tank installations and 
disposal systems. President 
Hyland’s report was enthusiastic in fa- 
vor of the proposed state code. He 
urged support for it, both now, and in 
its enforcement after passage. 

Much credit to manufacturers for 
making plumbing devices safe was 
given by M. A. Pond, Yale School of 
Health. He said that a big job lies 
ahead for master plumbers in aiding 
the enforcement of the proposed plumb- 
ing code. James A. Dwyer, eastern 
manager for brought out 
some interesting points on salesman- 
ship in his address. 

The model Connecticut plan of 
operation with utilities was outlined by 
Donald R. Schively, secretary of the 
Connecticut Utilities Merchandising 
Committee. He reported an increase of 
11.8 per cent in contractor sales and 
instailation earnings on appliances for 
1939 over 1938. 


sewage 


Crane Co., 


CO- 


Indiana’s 44th 


At its annual convention in Indian- 
apolis, May 7 to 9, the Indiana Assn. 
of Master Plumbers proposed, in a res- 
olution, a new plan for encouraging 
sons of master plumbers to enter the 
industry. 

The resolution approved 
arship plan of the National 


the schol- 
Assn. of 


am, 


ey Meese . 





cad 
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Master Plumbers and, going further, 
proposed short-term instructions and 
correspondence courses for youths who 
do not meet the Carnegie scholarship 
specifications. 

Fred J. Eibel, of Gary; Dan Liniger, 
Marion, and Albert Brown, Gary. 
were reelected president, vice president 
and secretary-treasurer respectively. 

The board of directors consists of G. 
Decker, Laporte; Lester Theriac, Vin- 
cennes; Harry A. Hattersley, Ft. 
Wayne, Joseph E. Clark, Indianapolis: 
A. C. Sandberg, Lafayette; R. D. Bacon, 
Greensburg. Joseph G. Hayes, Indian- 
apolis, was elected an honorary director 
for life. 

Mr. Hayes, Mr. Eibel and John H. 
Niewoehner, Richmond, were named 
delegates to the national convention. 

An outstanding event of the conven- 
tion was the meeting and inspection 
tour in the new Indiana State Board of 
Health building. The annual dinner was 
held on Wednesday evening, drawing an 
attendance of 175. 


Assn. Insurance 


An amendment has been added to the 
by-laws of the Plumbing Contractors’ 


Assn. of Chicago creating associate 
membership. This is for the purpose 


of enabling partners of members, or 
officers of corporations who are rep- 
resented as members in the association, 
to avail themselves of the privilege of 
the group life insurance recently insti- 
tuted by the association. 


on 





Assn. of Master Plumbers and Heating Dealers 
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Trade Mark Reg. U.S. Pat. On 








CHAIN’ 


tandard plumbing chain of im- | 
tu ¢ manufacturers for chain | 
per assemblies on lavatories and | 


tubs, for shower curtain hold- backs. 































ter Plumber, BEAD CHAIN” | 
“pr jle and satisfactory item for 

ating ‘system controls, ventilator 
regulators, and plumbing replacements 
and installations. Keep BEAD CHAIN’* 
in stock. From your jobber—in bulk 
or assemblies. 

















THE BEAD CHAIN MANUFACTURING CO. 
2 Mt. Grove St. Bridgeport, Conn. 





*Reg. U.S. Par. OF 
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convention: 
Governor R. E. 
financial secretary: 


At Connecticut 
Miller, new president; 
ident; J. M. Forger. 
James V. Ursini, 


MeGill. 


new 


Texas Gains 


®@ Association marks progress 
Passes 24 resolutions at 
mecting 
The 5lst annual convention of the 
Associated Master Plumbers of Texas 
(Galveston) emphasized equally the 


problems of state master plumbers and 


the larger national problems affecting 
our industry. A total of 24 resolutions 
were enacted. 

Resolutions No. 3 and 8 favored 


adoption of an annual National Plumb- 
ing Week and an annual National Heat- 
ing Week. No. 6 


of convention 


Resolution ‘rescinded 


action the El Paso re- 


’ —e- 4 
ca a aie 4 


The Ft. 





(first row) Philip J. Brown, 
Baldwin; 


new second vice president; 


Worth delegation to the 
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reelected treasurer; Stephen 

Ralph J. Wilmot, new first vice pres- 

(back row) I. B. Skau, national director; 
M. M. Hyland, retiring president; Harold 
secretary 


commercial plumbing 
which were subse- 
by the Plumbing 
Assn. of Chicago and to 
magazine press repre- 
present 


garding certain 
trade magazines 
quently vindicated 
Contractors 
the 
sentatives 


invite trade 


to be at open ses- 


sions.” 

Other resolutions appointed a general 
the urged 
of apprenticeship stand- 
by the state joint 
apprenticeship committee; presented a 
life membership to retiring Pres. W. E. 


counsel for state association: 
the 


ards 


adoption 


as submitted 


Jameson; assured the state health of- 
ficer of closer cooperation with his 
department. 

The organization engaged G. C. An- 


ders as field representative for the com- 


ing year. His job will be to promote 
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membership and to sell advertising in 
and publish the Texas Master Plumber. 
A new zone plan for division of the 
state was adopted as submitted. 

R. K. Landreth, Longview, was named 
president; Davis S. Hill, Waco, first 
vice president; A. N. Apffel, Houston, 
second vice president. Frank Hodges, 
Longview was appointed secretary- 
treasurer. 

Inasmuch as President Jameson was 
prevented by illness from appearing 
(he was recovering from an appendec- 
tomy), Jerome Pandres, first vice presi- 
dent, was chairman at the sessions. 

Dean F. M. Dawson, State University 
of lowa, talked at the convention, 
well at a public meeting in the 
City Auditorium. He dis- 
work of the National Test- 
ing Laboratory. He declared: “All we 
need now is to make sure that this 
equipment (passed by the laboratory) 
is properly installed and I know 
well that the master plumbers will be 
the ones to put it in properly.” 

An interesting address was made by 
V. M. Ehlers, state sanitary engineer, 
who that 30,000 farm homes in 
Texas will be aided by various govern- 
ment improvement programs. 

Dr. George W. Cox, state public 
health officer, discussed a Federal and 
plan now under consideration 
which, through an advisory code, would 
up certain minimum =§ standards, 
among the aims of which would be pro- 
viding a safe water supply. This plan 
would have local option features. 


as 
as 

Galveston 
cussed the 


stated 


state 


set 


Among the other leading speakers 
were Henry S. Blank, N.A.M.P. presi- 
dent; Dr. Walter Kleberg, Galveston 


health officer: Felix Wahrmund, San 


Antonio, and R. C. Malitz, secretary and 
treasurer. 
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recent convention of the Associated Master Plumbers of Texas, in Galveston 
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GT yocr rocord of bottor porformance 


... credit 
major 
quality 

safeguards 





















... Say KITSON,.. for 


Kitson Safety Controls for Manual and Auto- 


afety 


matic Water Heaters ... Quality Brass Goods 
for Gas, Water and Plumbing Uses 
* 
KITSON COMPANY 


2409-15 Westmoreland St., Phila., Pa. 


> Write for Catalog “C” 
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IN THIS BOOK! 


PRACTICAL PLUMBING contains 365 pages—it is 
divided into 4 parts which are subdivided into 
21 chapters. It is well illustrated with 292 draw- 
ings and has 61 special tables ... a large num- 
ber of standard tables .. . complete set of 
plumbing symbols .. . all completely indexed 

. size 5!\/gx8l4 . . . bound in semi-flexible cloth 





Fcover...a worthwhile addition to any busi- 
ness library. 
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: RACTICALLY, 
thoroughly, authoritatively, this 
book covers every phase of mod- 
ern plumbing. It’s a book which 
will enable you to eliminate 
guesswork and the element of 
chance from your plumbing in- 
stallations. It permits you to 
KNOW THE FACTS before you 
undertake ariy kind of plumbing 
job. With its aid you avoid costly, 
dangerous mistakes. 


PRACTICAL PLUMBING takes you 
directly TO THE POINT on every 
subject it covers. Only when 
necessary to demonstrate the 
origin of a common practice is 
theory resorted to. You'll find this 
book as interesting to read as it 
is convenient to refer to. Inter- 
































spersed in its 365 pages of meaty, 
authentically informative material 
you'll find a large number of dia- 
grams, charts, tables and illustra- 
tions to simplify the use of this 
book. The alphabetical, ready 
reference index in the back of the 
book makes for even greater con- 
venience when some particular 
plumbing problem is under con- 
sideration. 


Once you have your copy of 
PRACTICAL PLUMBING you'll 
consider it an important business 
asset ...a book you can scarcely 
afford to be without. At $3.50, 
you'll agree it’s a wise investment 
and an attractive addition to your 
trade library. Better order yours 
today. 


DOMESTIC ENGINEERING CO., 1900 Prairie Ave., Chicago 






COVERS EVERY 
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Leaders at North Dakota convention: Peter W. Grady, Rasmus Lunseth, Robert Gibb, 
M. M. Sornsin, Bernard Thompson, F. Forsyth and F. Hessinger (front) 


Colorado Society 


© Master plumbers meet in 
Denver in well-attended 
meeting 


The 43rd annual convention of the 
Colorado Society of Sanitary and Heat- 
ing Engineers, held in Denver, May 6 
and 7, attracted an attendance of more 
than 100, with 279 present at the an- 
nual banquet. 

On Monday afternoon, following a 
morning session devoted mainly to 
greetings and routine reports, President 
Clayton launched a business meeting 
with his annual report in which he 
urged strong association support as a 
means of meeting emergencies. 

Reports of trade school activities by 
Joel P. Vrickey and L. E. Sinclair 
showed that interest in these classes 
is mounting rapidly, membership hav- 
ing been greatly increased in the past 
year. A similar address by W. E. 
England, state superintendent of voca- 
tional apprenticeship training revealed 
equally important progress. 

Speaking on importance of FHA to 
the master plumber, M. W. Bennett re- 
vealed the rapid increase in Federal 
housing loan usage, showed how the 
industry can capitalize on this easy 
financing. 

I. A. Fuller, state plumbing inspector, 
gave a report of twelve widely scat- 
tered violations which he has prose- 
cuted recently, made a plea for a strong 
full cooperation of 
A sim- 


association and 
members with his department. 
ilar address was made by M. P. Mec- 
Donough, Denver plumbing inspector. 

Last year’s officers were re-elected 
by a unanimous ballot. They include: 
E. B. Cleyton, Denver, president; J. M. 
MacIndoe, Pueblo, vice-president: J. P. 
Brickey, Denver, 
John Cullyford, 
arms, and F. H. Hanlin, Denver, execu- 
tive secretary. 


secretary-treasurer: 


Denver. sergeant-at- 


Obituaries 


M. J. Hammers 


Morgan J. Hammers, 65, a leader in 
the development of the oil burner and 
air conditioning industry, died recently 
in his home city of Stamford, Conn. 
Sarlier associated with Petroleum Heat 
and Power Company, Mr. Hammers in 
1936 became president of Electrol, Inc., 
New York City. 

He is survived by his widow, a son, 
a brother and three sisters. 


Robert Mueller 


Robert Mueller, 76, vice president in 
charge of public relations for Mueller 
Co., Decatur, Ill, died recently in 
Bradentown, Fla. Mrs. Mueller, one 
son and a grandson survive him. to- 
gether with two brothers and a sister. 


Officers reelected at Colorado convention: J 
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M. J. Binkley 


Martin J. Binkley, 72, president of 
Caloroil Burner Corp., Hartford, Conn.., 
died May 2 at his home in Wethersfield. 
He had headed the company for the 
past twenty years. 


T. L. Kavany 


Thomas L. Kavany, 82, who was a 
plumbing and contractor in 
Buffalo for many years, died May 10. 
Two days later his wife, Mrs. Mary 
A double funeral 
was held for the couple. 


R. H. Crosby 


Ralph H. Crosby, 59, formerly asso- 


heating 


Kavany, 83, also died. 


ciated with the American Plumbing and 
Heating Co., Minneapolis, and more re- 
cently connected with Grudem Bros. in 


that city, died recently. 


J. G. Dillenburg 


Jacob G. Dillenburg, 55, operator of a 
plumbing business in Chicago for 25 
years, died recently. He is survived by 


two sons and a daughter. 


J. P. Ferraris 


ry <p 


Joseph P. Ferraris, 72, plumbing and 
heating contractor in Vineland, N. J., 
died May 16 in that city. His widow, 
a daughter, two sons, two brothers and 
two grandchildren survive him. 


M. F. Noll 


M. F. Noll, 68, Fort Wayne, Ind. 
plumbing and heating contractor for 44 
years, died in that city recently. He 
served as president of the Indiana So- 


M. McIndoe, vice president; E. B. Clayton, 


president; J. P. Brickey, secretary-treasurer; John Cullyford, sergeant at arms; G. L. 


Unfred, director, and F. H. Hanlin, executive secretary. 


(More pictures taken at the 


convention will be published next month) 
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Engineers in 1916 
widow, a son, three 
and seven grand- 


ciety of Sanitary 
Surviving are the 
daughters, a sister 
children 


H. G. Freeman 


Harry G. Freeman, 75, 
plumber and heating 
Pleasantville, N. J., died 
is survived by four sons, 
and a 


M. J. McMullen 


Marcellus J. McMullen, 45, for many 
years a plumbing contractor of Min- 
neapolis, Minn., died recently. Mr. 
McMullen was prominent in fraternal 


master 
contractor of 
May 17. He 
two daughters, 


a brother sister. 


organizations, and is survived by his 
wife, three sons, two daughters, his 
mother, a brother and sister. 


H. R. Coulam 


Henry R. Coulam, 63, life-long mem- 
ber of the Salt Lake City, Utah, plumb- 
ing and heating industry, died recently. 


Andrew Walton 


Andrew Walton, 81, a pioneer heating 
contractor of Minneapolis, died recently. 
Mr. Walton had been engaged in the 
heating field for 54 years, and was ac- 
tive in business until only a few weeks 


before his death. Surviving him are 
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his wife, a daughter, a son, and four 


grandchildren. 


Convention Dates 





June 6-7—STOKERS—Annual meeting 
of Stoker Manufacturers Assn.; to be 
held in Hot Springs, Va., with headquar- 
ters in the Homestead Hotel. 


June 8, 9, 10— WHOLESALERS — An- 
nual convention of the Plumbing and 
Heating Wholesalers of New England, 
Inc.;: to be held in York Harbor, Me., with 
headquarters at the Marshall House. 


Jane 10-13—N.A.M.P.—Annual conven- 
tion of the National Assn. of Master 
Plumbers; to be held in Cincinnati, with 
headquarters in the Hotel Gibson (Hotel 
Sinton is official hotel). 


June 14—FANS—Regular meeting of 


National Assn. of Fan Manufac- 
turers; to be held in White Sulphur 
Springs, Va. 

June 14-16—N. J. LEAGUE — Annual 
convention of the New Jersey State 
League of Master Plumbers, Inc.; to be 


held in Atlantic City, with headquarters 


in the President Hotel. 

June 17-20—A.S.M.E.—Semi-annual 
meeting of The American Society of Me- 
chanical Engineers; to be held in Mil- 
waukee, with headquarters at the Hotel 
Pfister. 

June 17-19—A.S.H.V.E. con- 





vention of the American Society of Heat- 
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ing and Ventilating Engineers; to be 
held in Washington, D. C. 


June 22— DELAWARE — Annual con- 
vention of the Master Plumbers Assn. of 
Delaware, Inc.; to be held in Rehobeth. 


June 25—BU FFALO—Annual outing of 
the plumbing and heating industry of 
western New York; to be held at Tran- 
sit Valley Country Club, under the 
auspices of the Master Plumbers Assn. 
of Buffalo. 


June 27-20—NORTH CAROLINA—An- 
nual convention of the North Carolina 
Assn. of Plumbing and Heating Contrac- 
tors; to be held at Wrightsville Beach. 


July 9—O.B.1.—Meeting of the board 
of directors of Oil Burner Institute; to 
be held in the Griswold, Easiern Point, 
Conn. (An all-industry meeting will be 
held at the place on the preceding 
day.) 


same 


July 25—-MARYLAND—Annual outing 
of the Baltimore Progressive Master 
Plumbers Assn. of the State of Maryland, 
Inc.; to be held at Beachwood Grove. 


August 20-23—A.8S.S.E.—Annual con- 
vention of the American Society of Sani- 
tary Engineering; to be held in Wilming- 
ton, Del., with headquarters in the Hotel 
Dupont. 


—Annual confer- 
Industrial Adver- 
Detroit, with 
Statler. 


18-20—N.1.A.A. 
ence of the National 
tisers Assn.; to be held in 
headquarters at the Hotel 


Sept. 


October 16-18 — ENAMEL—Annual! 
Forum of Porcelain Enamel Institute; to 
be held at the University of Illinois, 
Urbana. 


YOUR JOHNS-MANVILLE DISTRIBUTOR SAYS: 





Cover EVERY BARE PIPE! Use Johns- 
“ Manville Pre-Shrunk Asbestocel for heat- 
ing lines, J-M Pre-Shrunk Wool Felt for 
domestic water-service lines. They save 


JOHNS-MANVILLE INSULATION 





fuel and increase the efficiency of any sys- 


tem. Your customers know the name Johns- 





Manville stands for quality. Sold by leading 


supply houses everywhere. 


For copy of new J-M catalog and name of 
nearest distributor, write Johns-Manville, 22 
East 40th St., New York, N. Y. 


FOR PLUMBING AND 
HEATING SYSTEMS 




















Pres. H. J. Hooks of Wolverine Tube Co., 
Detroit, at opening of his company’s new 
warehouse in Chicago 





Blast Coil Assn. 


many of the manu- 


Engineers from 
facturers of blast surfaces for heating 
and cooling met at the Statler Hotel 
in Detroit recently to discuss and con- 
sider a standardized method for test- 
ing and rating their products. 

This meeting was followed by a con- 
ference of the executives of these com- 
panies at which the Blast Coil Manu- 
facturers’ Institute was formed. The 
officers of this new association are as 
follows: president—R. J. Resch, Me- 
Quay, Inc., Minneapolis; vice president 
—R. M. Stikeleather, B. F. Sturtevant 
Co., Boston; secretary-treasurer—M. 
F. May, Young Radiator Racine, 
Wis. 

The primary purpose of this 
tute is to develop and establish a 
standard method of testing and rating 
blast coils for heating and cooling. 


Co., 


Visit Kohler 


More than _ 100 
journeymen and salesmen 
Illinois and southwestern Wisconsin 
visited Kohler Co., Kohler, Wis., May 
6 under the auspices of the A. Y. Me- 
Donald Mfg. Co. 

Among the guests were James Lun- 
dun, Dubuque, secretary of the Iowa 
Master Plumbers’ Assn.; Irvin Seifert, 
president of the Dubuque Master 
Plumbers’ Assn.; Ira Witney, president; 
John McDonald, secretary; Andy Mce- 
Donald, director, and A. Watt, Dubuque 
branch manager of the A. Y. McDon- 
ald Mfg. Co. 

Also accompanying the 
H. C. Schrader, manager, 
Ackerman of the Kohler 
Chicago branch. 


plumbers, 
from Iowa, 


master 


party were 
and R. M. 
Company’s 





insti- 


Suzy liers 





News of Manufacturers and Wholesalers 





C.S.A. Meeting 


© French Lick convention 
draws good attendance 
Merchandising discussed 


The spring meeting of the Central 
Supply Assn., held in French Lick, Ind., 
May 10 and 11, drew an attendance 
of several hundred wholesalers 
manufacturer guests. 


and 


Business sessions 


were held on the two mornings, with 
most of the remaining time being de- 
voted to golf and entertainment. The 


gala dinner took place on May 11. 

The first session was for wholesalers 
only, with the topic “merchandising” 
being discussed from all angles. The 
open meeting was held on Saturday 
under the chairmanship of A. B. An- 
derson, president. 

The first speaker was John B. Sco- 
field, who dealt with the price situation. 
He warned against ruinous price-cut- 
ting by wholesalers. Wm. J. Spillane 
discussed 


~, 
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the functions of wholesalers, 





condemning assumption of any of these 
functions by other persons. 

A headline speaker was W. E. Price, 
a past president of the association, 
who spoke on the topic, “Let’s Stream- 
line Our Selling Methods.” He urged 
wholesalers to take a part in 


promoting the 


leading 
passage 
predicted that 
furnish the 


sponsoring and 
of sanitary laws. He 


small home building would 
bulk of 
dustry during the next few years 

W. Ek. McCollum, 
that the tenth 


of members (for the 


business and profit for our in- 


secretary, reported 
annual business survey 
year 1959) was 
ready. The average sales of firms re 
porting was shown to be well above the 


figure for 1938. 


Heating Golf 
The New 
Golf Assn. 
Woodland 
Mass. on April 30. 
Warner Day 


and second. 


Heating Trades 
its season at the 
Club, 
Golf prize winners 
Purcell 
Frank 


England 
opened 
Country Auburndale, 


were and Leo 


(first class A): 
15 


Ga 


' gf 
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Snapshots taken at the recent Third Annual Anthracite Conference of Lehigh University, 
Bethlehem, Pa. show, left to right, top row: Howard A, Cooper, Cooper & Cooper, Ine., 


Pittsfield, Mass.; H. F. Miller, sales manager, Motor Stoker Div., Hershey 


Machine & 


Foundry Co., Manheim, Pa.; Paul Addams, executive vice president, Fitzgibbons Boiler 
Co., New York City; Edw. H, Walker, advertising manager, Anthracite Industries, Ine., 
New York City; Howard B. Evans, division sales manager for New York City, Iron 


Fireman Manufacturing Co. 


Second row: W. O. Lum, General Electric Co.; Shep Barnes 


and C, E. Hager, both of Perfex Corp.; Paul A. Muleey, Anthracite Industries Labora- 
tory; Allen J. Johnson, director, Anthracite Industries Laboratory and vice chairman of 


the conference; and Prof. Howard Eckfeldt. 


Lehigh University and chairman of the 


conference 
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Hessline (class B); 
and Jimmy Shaw 


Johnson and Geo. 
Frank Marshall 
(class C). 

Woody Hale, chairman of the winter 
bowling group, awarded bowling prizes 
to the following: 
politan Pipe & Supply Co. (high aver- 
age); Frank Marshall, Marshall Hor- 
ner Co. (high string of three); Danny 
McNeil, Wheeling Steel Co. (high single 
string), and the winning team of R. 
Franklin, D. McNeil, L. Geleshenen 
and W. Hale. 


Anthracite 

® Lehigh conference draws rec- 
ord attendance — Seventeen 
important papers read 

The third annual Anthracite Confer- 
ence (Packard Laboratory, Lehigh Uni- 
versity, Bethlehem, Pa., May 9 and 10) 
attracted a record-breaking attendance 
of 500. 

The trend toward standardization in 
heating equipment was emphasized 
when I. J. Fairchild, chief of the Divi- 
sion of Trade Standards, U. S. Depart- 
ment of Commerce, offered for the Na- 
tional Bureau of Standards not only to 
furnish guiding principles and plans on 
how standardization could be 
plished in the development of burning 
equipment, but also to cooperate with 


accom: 




















Harry Dodge, Metro- 
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the industry fully in. the development 
of such standardization. 

According to a paper by Dr. H. J. 
Rose, Mellon Institute, “Anthracite ash 
and colliery refuse is particularly adap 
table for the commercial production of 
mineral wool. 

“It is fire-retardant, vermin-proof, not 
subject to rot or decay and low in 
The fuel content of the ashes 
or colliery refuse used in the produc- 
tion of mineral wool is sufficient to 
supply a large part or all of the heat 
required in taat process.” 

B. H. Jennings, associate professor 
of mechanical engineering, Lehigh Uni- 
versity, delivered an interesting paper 
on the increasingly important topic of 
panel or slab heating. He discussed the 
development of the subject and dwelt 
upon the physiological responses of the 
human body to radiant heat. 

Henry F. Miller, sales manager, Mo- 
torStoker Div., Hershey Machine & 
Foundry Co., made an enlightening talk 
on “Progress Performance of Domestic 
Anthracite Stokers and Indicated Need 
for Further Research.” He made the 
point that, “The stoker industry is en- 
tering an era of refinement, an era of 
designing to give plus results and plus 
values, at the same time reducing 
prices.” 

In all, 
At the 


cost. 


seventeen papers were read. 
dinner-meeting held Thursday 


The Greeks never had a name for this! 


AQULUX 


eAmerica’s finest. 
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night Frank W. Earnest, Jr., president 
of Anthracite Industries, Inc., acted as 
toastmaster. Two hundred and fifty 
were present. 


Fan Standardization 


A recent action by the National Assn. 
of Fan Manufacturers, it is contem- 
plated, will bring the advantages of 
industry standardization to all users 
of fans as they may be applied by ar- 
chitects and engineers, or as they may 
be individually purchased. 

The final program of standardization 
presented at the annual meeting of the 
association held in Chicago included 
the following essential points: 1. The 
scope of standardization covers those 
types of centrifugal fans designed for 
application in, and furnished under spe- 
cifications for, the heating, ventilating 
and air conditioning fields. 2. To serve 
the range of field applications, stand- 
ards were established for 25 sizes of 
fans by setting up a series of maximum 
wheel diameters between the limits of 
1 ft. to 11 ft. and their corresponding 
maximum outlet areas for both single 
width and double width types. The 
series was based on the _ preferred 
number system advocated by the 
American Standards Assn. 

The entire program of standardiza- 
tion was approved to become effective 
the early part of 1941. 





OIL BURNING WATER HEATING UNITS 





@ Modern, automatic, highly efficient, these powerful and 
compact vertical units are designed to supply hot water at 
minimum cost to homes, clubs, hotels, apartments, baths, etc. 
Easy to install ...insulated against loss of heat on shut-down 
periods... burns diesel fuel oil or standard grade No. 3... B. 
T.U. output 85,000 (size 85) or 150,000 (size 150). 


Powered by rapid heat-recovering Johason “Bankheat” burner. Built by 


pioneer manufacturers of light & heavy duty oil burners, direct-fired air- 
conditioning furnaces, “Selectair” and split system conditioning units. 


© Worthwhile territories and Johnson franchises available to 
aggressive dealers anxious to serve their communities with a 
complete line. Write today giving full details & qualifications. 


S.T. JOHNSON CO 
THERE’S A JOHNSON BURNER FOR EVERY PURPOSE 


940 ARLINGTON, OAKLAND, CALIFORNIA 
@ 401 N. BROAD ST., PHILADELPHIA, PA. 
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Summer Meet 

In Washington D. C. the American 
Society of Heat.ag and Ventilating En- 
gineers will hold its summer meeting, 
June 17-19, at the Wardman Park 
Hotel. 

A worthwhile program has been an- 
nounced by the committee on arrange- 
ments. While members and friends 
are taking part in the discussions of 
technical papers on such subjects as 
heat gain through roofs, summer cool- 
ing requirements, psychrometer prob- 
lems, air flow through registers, and 
radiator and convector performance, 
the women will be enjoying a visit to 
the White House, a card party and 
tea, motor tour to Lincoln Memorial, 
Lee Mansion, Arlington, Mount Ver- 
non, Christ Church, Masonic Lodge and 
Alexandria, and other diversions espe- 
cially arranged for them. 

Extensive plans have been completed 
for the men in the way of entertain- 
ment, and arrangements have been 
made for fishing on Chesapeake Bay, 
golfing at the Congressional Country 
Club, sightseeing trips, as well as in- 
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spection trips of unusual interest. These 
will include the David W. Taylor 
Model Basin at Carderock, Md., the 
central heating plant which produces 
steam for heating government build- 
ings, and the group of capitol buildings, 
including the 5,000 ton refrigeration 
plant which supplies chilled water for 
the U. S. Capitol Building, Senate Office 
Building, Old House Office Building, 
and New House Office Building. This 
trip will also include inspecting the air 
conditioning systems located in the 
Old House Office Building, the Supreme 
Court Building, and the Library of 
Congress Annex Building. 


A. C. Manufacturers 

Stewart E. Lauer was elected presi- 
dent of the Air Conditioning Manu 
facturers’ Assn. May 11 at the annual 
meeting at Hot Springs, Virginia. 

Other officers elected were: vice presi- 
dent, Stuart M. Crocker and treasurer, 
P. A. McKittrick. 

The board of directors consists of 
chairman, P. Y. Danley; vice chairman, 
i. T. Murphy; Stuart M. Crocker, J. 


= + 
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M. Fernald, F. D. Kirk, S. E, Lauer, 
P. A. MeKittrick, and H. R. Sewell. 


Honor O'Neil 


Recently the Jobbers’ Credit Assn., 
Inc., gave a testimonial dinner in honor 
of Leo M. O'Neil, president of M. 
O'Neil Supply Co., Ine. and retiring 
president of the association. The new 
president, Milton M. Goldsmith of Sam 
S. Glauber, Inc., presided as toastmas- 
ter and there was a large attendance 
of wholesaler members from Brooklyn, 
Long Island, Manhattan, Bronx, West- 
chester County, southern Connecticut 
and northern New Jersey. Entertain- 
ment was provided and, in appreciation 
for his services, Mr. O'Neil was _ pre- 
sented with a wrist watch and a shil- 
lalah. 


O. B. I. Call 


The board of directors of Oil Burner 
Institute will hold a regular quarterly 
meeting at the Griswold, Eastern Point, 
Conn., on July 9, according to C. F. 
Curtin, secretary. It is understood as 


Golf at Central Supply Assn. meeting in French Lick, Ind.; (top row) R. C. Brenner, R. M. Guiry, C. J. Berry, Wilson G. Tyler; 
Harry Yelton, Leo Herrick, J. C. Sanders, Harry Potter; B. G. Marshall, M. M. Harper, H. H. Todd, R. F. White; J. J. Driscoll, 
E. H. Hughes; (middle row) E. H. Walworth, A. Purnell, Fred Lerch, William Byrd; J. B. Scofield, Dick Strauss, Ed Moore, 
Harry Misch, Paul Fenner; J. B. Clow, Wm. J. Spillane, Jack Walsh, Russell Doherty, John Madden, W. A. Taylor; P. W. Kerr, 
0. T. Carson, B. E. Adams; (bottom row) G. W. Blain, Fred Steffens, Norman J. Radder, F. W. Swanson; D. O. Anderson, E. E. 
Tamee, W. W. Weaver, W. D. Best; J. H. Seanlon, F, W. Swanson, Jr., L. Katz, R. C. Harris; W. D. Reed, R. H. Sonneborn, W. E. 


Fruhan, R. G. Wheeler 
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At C.S.A. meeting: O. R. Manners, Dan Stevens, B. Hoffman; C. W. East, H. H. Pleasance, E. W. Rietz, George Frankland; W. B. 
Talbott, A. H. Dufort, G. A. Rodgers, George Clifford 


well that an industry conference will 
be called for the previous day, Monday, 
at the same place, to discuss industry 
matters relating to standards and other 
subjects of interest. President 
Whipple will issue the call to manufac- 


major 


turers shortly. 


‘‘_ eightonette’’ 
£ 


The “Leightonette,” a combined dis- 
play, and dining with a 
floor space of 2,500 sq. ft., located on 
the fourth floor of the Leighton Supply 
Co. building in Fort 
opened recently with a heating school 


school room, 


Dodge, lowa, was 
for 175 contractor-dealers given by the 
supply company. 

The meeting opened at 9:30 a. m. and 
continued all day, with lunch being 
served from the company’s own kitchen. 
The school emphasized stoker and oil 
burner installation and application, with 
several representatives of manufactur- 
ers present to explain functions of their 
products. 

The heating for the new room is ac- 
complished with an automatically-fired 


boiler which is independent of the main 
heating system in the building. The 
new room is twice the size of a former 
hall used for meetings. 

A few days after the contractor meet- 
ing, the Leighton company entertained 
three of the city’s service clubs in the 
same week. One hundred and fifty at- 
tended a Rotary Club luncheon included 
in this series. 


Tank Explosions 

W. M. Dillon, vice president for 
Watts Regulator Co., Lawrence, Mass., 
explained causes of blasts in domestic 
hot water storage tanks and boilers, as 
established by research engineers, at 


a recent meeting of the local chapter 


of the National Assn. of Power Engi- 
neers in Manchester, N. H. Many 
master plumbers attended the gather- 


ing. 


Appointments 


Maid-O’-Mist, Inc., Chicago, has ap- 
pointed the following new manufactur- 





} 





er’s representatives recently: E. F. 
Tierney, Westfield, Mass., to cover the 
New England states exclusive of Con- 
necticut; G. Cliff Carroll, Cleveland, 
northeastern Ohio; W. D. Carter, Nor- 
folk, Va., Virginia and North Carolina; 
Fred E. Triggs, Des Moines, central 
Iowa; Heating Assurance, Inc., Spo- 
kane, Wash., western Washington and 
northern Idaho. 


The Turbine Pump Division, Roots- 
Connersville Blower Corp., Conners- 
ville, Ind., has announced appointment 
of the following territorial representa- 


tives: Kent-Ervin Engineering Co., 
Minneapolis; J. T. McKinney, Los An- 
geles; P. J. O’Meara Co., San Fran- 
cisco; L. S. Pawkett & Co., San An- 
tonio, Texas; Power Machinery Co., 


Tulsa, Okla.;: H. 
burg, Fla. 


K, Wilson, St. Peters- 


Gerstein & Cooper Co., South Boston, 
Mass. has appointed the following sales 
agents: Omar McDowell, 1279 W. 3rd 
St., Cleveland; W. I. Collier & Co., 522 
Park Ave., Baltimore, Md.; Lydon-Cou- 





One hundred and seventy-five contractor-dealers attended the one day heating school given recently by Leighton Supply Co., Fort 
Dodge, lowa, in its new “Leightonette” room 
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sart & Co., Builders Bldg., Charleston, chief engineer for a company in the 
N. C. automatic heating field. 

Stanley Perry has joined the staff of The Trane Company, La Crosse, Wis., 
Oil Devices, Santa Fe, N. M., in the has announced the appointment of A. 
capacity of chief engineer. Bruce Hay- A. Kernjack as manager of the Peoria, 
ter is in charge of development work in IIl., district. Mr. Kernjack succeeds 
the company’s laboratories in that city. 4H. B. Davis who becomes manager of 
The company is engaged in develop- the national accounts sales department 
ment work on oil burners invented by 
Jim Breese, who directs the organiza- 
tion. General sales operations are con- 
ducted from Columbus, Ohio, under the 


at the La Crosse home office. Mr. 
Kernjack formerly was the Trane rep 
resentative in Appleton, Wis., where 


he is succeeded by Harry Koller. 


Personals 


Walter G. Simms has been appointed 
manager of the New York office for 
General Fittings Company, according to 
an announcement by Pres. Stanley G. 
Cady. He will supervise sales in the 
metropolitan area with the exception of 


New Jersey. 


C. H. Doebler, Jr. has become dis 
trict manager for the Branford Oil 





Burner Division of Malleable [ron Fit- 
tings Co.—-not district manager of Mal- 


Stanley Perry 


leable Iron Fittings Co. as previously 
announced. Mr. Doebler shares the 
Boston office at 250 Stuart St. with 


Edmund Henry, New England manager 


direction of J. G. Gilmore, and west 
coast sales and service are handled by 
George Kumler in Los Angeles. 

Mr. Perry was formerly assistant for Malleable Iron Fittings Co 
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HE new angle on oil burner sales is the Herco Retroactive 

Sales Agreement. It raises Herco’s reputation for fair deal- 
ing to a new high by giving quantity discounts to the dealer at 
once. Write or wire for a copy of this new Herco Retroactive 


Sales Agreement. It means more profit to you. 





HERCO OIL BURNER CORP., DEPT. D, LANCASTER, PENNA. 
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P. J. Fry. whose establishment of Cen- 
tral Supply Company. Minneapolis, was 
announced in last month's issue 


Stanley H. Brown was elected presi 
dent of Electrol Incorporated, Clifton, 
N. J., at a recent meeting of the board 
of directors Hle succeeds Morgan J. 
Hammers. 

Mr. Brown started in the oil burner 
business as branch manager for the 
Socony Burner Corp. at Hempstead 
Long Island in 1924 In 1928S he joined 
Petroleum Heat & Power Company 
Later he purchased the Electrol branch 
at Rockville Centre, Long Island and 
operated that as a distributor until he 
went to the factory in January, 1938 
In a few monihs he was made execu 
tive vice president,. and later was 


jiumed treasurer as well. 


A New Angle | 
on Oil Burners 
~-- and Oil Burner Sales 


I 


two-stage fuel unit, the generous size motor. 


YAKE a head-on look at Herco. See 


how substantially it's built. Notice the 


Study the nozzle assembly — the oil-saving 
Thrifti-Fier. Mercoid \ isaflame control is 
standard. (Regular controls are available.) 
These elements, integrated by Herco engi- 
neers into the new Hlerco Residential Oil 
Burner, meet the most exacting require- 


ments of heating experts and home owners. 


Look into 


HERCO 


the otil-thrifty oil burner 
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The appointment of M. W. Huber as 
vice-president in charge of engineering 
and production of the Tuthill Pump 
Company, Chicago, has just been an- 
nounced by G. B. Tuthill, president. 

Mr. Huber joined the Tuthill organi- 
zation in 1933 as engineer in charge 
of development. Prior to that time, he 
was connected with the Pullman Com- 
pany and the Western Blectric Com- 
pany. 

In 1938 the Tuthill Company advanced 
him to general 


manager in charge 


of engineering, production and _ pur- 
chasing. 
C. A. Rehm has been elected presi- 


dent of Charles A. Miller 
Sturgis, Mich., succeeding 
Charles A. Miitler. 


Business Bruiohs 


With 
tive 


Company, 


ihe late 





the 
eastern office at 
New York City, Pomona Pump Co., 
Pomona, Calif., has announced the 
election of C. L. Barrett, formerly gen- 
eral sales manager, to the office of vice 
and the 
appointment of W. D. Turnbull as gen- 


establishment of an execu- 
120 Broadway, 


president in charge of sales, 


eral sales manager in charge of the 
New York office. 
Mr. Turnbull, prior to joining the 





DOMESTIC ENGINEERING 
Pomona organization, was for seven- 
teen years associated with the Westing- 
Electric and Manufacturing 
Company at Pittsburgh. 

Associated with Mr. Turnbull in the 
New York office will be Svend A. Can- 
ariis, well known water works engi- 
neer: G. H. Lambert, eastern district 
manager; Dan M. Wallace, national ac- 
counts, and George H. Shetlin, export 


house 


sales. 


Sid Harvey, Inc., Jamaica, N, Y., re- 
ports that it has taken title to the 
building occupied by its main factory 
in Valley Stream. 

It is a modern concrete building with 
loading platforms on two sides. The 
company has utilized the main floor as 


a branch store, carrying reserve sup- 
plies of refrigeration and oil burner 
parts for the other four stores. The 


oil burner pump and valve repair de- 
partment, the oil burner control repair 
department and the general office uti- 
lize the main floor. The entire base- 
ment is equipped with machinery, dry- 
ing and overhead trolleys for 
manufacturing. 


room 


The Noland Co., Inc., Newport News, 
Va., has purchased the N. O. Nelson 
Mfg. Co. branches in Birmingham and 
Montgomery, Ala. The purchase in- 
cludes the Nelson Company's two-story 
building in Birmingham. 


and basement 


June, 1940 


J. E. Sommers of Richmond, Va., has 
been named general manager of the 
Birmingham and Montgomery branches 
and E. E. Williams of Birmingham 


manager of the Montgomery branch. 
With the addition of an industrial de- 
partment, sales staffs of the two 
branches will be increased. 

Santa Barbara Pipe and Supply 
Company, Santa Barbara, Calif. has 
purchased the property and stock of 
the Santa Barbara branch of the Cali 
fornia Pipe & Supply Co. 


(. W. Berkman continues as general 
manager of Santa Barbara Pipe 
Supply Company and W. E. Grogan re- 
mains as manager of sales. 


and 


Zero Water Softener Mfg. Co., Chi- 
cago has moved to new, enlarged quar- 
ters at 4985 Elston Ave. in that city. 


Alfred R. Springer, manufacturer's 
representative, has announced the open- 
ing of a new office at 70 Exchange St., 
Rochester, N. Y. 


Graf and Deliwardt, tInc., Buffalo 
wholesaler, has announced its new loca- 
tion at 1345 Genesee St. in that city. 
Hampton Roads Supply Co., Inc., has 
2301-3 Huntington 

Va. W. H. Wil 


firm. 


established at 
News, 
the 


been 
Ave., Newport 


kinson is head of 
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290 G. P. H. Shallow Well Pump 
vanized Tank 
Motor 

protected 


sure Switch 


and shipped 





“Blue Arrow” Shallow raise. 


Well Water System 


UNIFLOW 


PUMPS, SYSTEMS 
SOFTENERS 
DRAINERS 











“Blue Arrow |. 
UT SPECIAL 


Thermal 


Automatic 


Automatic Air Volume Con- 


trol and Pressure Gauge. 


r , ad | 
This complete Blue Arrow | | 
i 


system is rigidly assembled 


ready to install. 
selling like hot-cakes 


tect yourself against a price 


MFG. CO. 
ERIE, 


IRON FILTERS 
SEPTIC 


UP THIS 


18 gallon gal-] | 
Big Capacitor 
overload 
Pres- 


Relief Valve 


in one crate 
They are 
pro- 
dom from sludge. 


PA. 


TANKS 














The 
SPENCER 
B-I-G 
Steel 
\\ 7 





HE Spencer Type ‘‘A’’ Steel Tubular Boiler is for any 

fuel—oil, anthracite, bituminous, coke or gas with a 

range of sizes from 1,800 to 42,500 feet (S.H.B.I. Steam). 
Ideally adapted for efficient operation with any standard 
oil burner or stoker. 


Outstanding Features 


Ample provision for installation of submerged coils. 
cient crown sheet design for low water line and entire free- 
Special interchangeable grate sections 
which are furnished for the fuel selected are of heavy heat- 
resisting chromium iron. 


Effi- 


And—on replacement jobs where door openings are narrow 
the larger **A’’ can be cut in half and reassembled. 


Write for special catalogue giving complete details. 


SPENCER HEATERS, Williamsport, Pa. 


A Division of Aviation Manufacturing Corporation 


Guaranteed and Correctly Priced 




















Texas auxiliary officers recently elected: 
Mrs. J. W. Warden, E! Paso, first vice 


president; (front row) Mrs. C. J. Butts, 
Ft. Worth, president; Mrs. H. I. Davis, 
Galveston, third vice president; ‘(back 


row) Mrs. E. L. O'Grady, Ft. Worth, see- 
retary; Mrs. John A. Albert, San Antonio, 
treasurer 





N. Y. Convention 


Members of the Women’s Auxiliary 


to the New York State Assn. of Master 
Plumbers held on May 9 and 10 their 


thirteenth annual convention. They 
met in New York City under the lead- 
ership of Mrs. Henry J. Noord of Al 
bany. The program had been planned 
to bring talks and reports from Mrs. 
William Bloeth, past state secretary, of 
Rockville Center; Mrs. John Sharp of 
New York City; Mrs. Willard R. Spicer 
of Syracuse; Mrs. Jacob Stockinger, 
Jr., past state Long 
Island City; Mrs. Joseph O. Stapf, sec- 
Albany; and Mrs. James 


president, of 


retary, of 
Porter, chairman, sanitation committee, 
of New Rochelle, as well as short ad- 
dresses by the president and secretary 
of the master plumbers association. An 
interesting feature of the meeting was 
a discussion over the by-laws covering 
eligibility for state office. 

The new officers elected are: presi- 
dent, Mrs. Allan A. Westphal of Buf- 
falo; first vice-president, Mrs. Henry 
X. Billharz of Queens; second vice- 
president, Mrs. Willard R. Spicer of 
treasurer, Mrs. Robert W. 
Pearson of Syracuse; secretary, Mrs. 
Gordon A. Webster of Buffalo. 

The national auxiliary officers who 
convention were Mrs. 


syracuse; 


attended this 
Herbert L. Rose, Jr., president, and 
Miss Mary Cleary, secretary, both of 
Boston, 


Mrs. Henry Harvey 


Mrs. Henry Harvey, wife of the treas- 
urer to the Minnesota Assn. of Master 
Plumbers, died recently as a result of 
an automobile accident Mrs. Harvey 
had been active in local and state aux- 
iliary activities. She is survived by 
her husband, two sons and a grand- 
child. 








Women 





Conducted by Dorothy Edwards 








Florida Annual 


Election of officers featured the clos- 
ing sessions of the annual convention 
of the Women’s Auxiliary to the Florida 
Assn. of Master Plumbers and Heating 
Engineers in the Orange Court Hotel, 
Orlando. 

The new officers are: Mrs. William 
Dunstan, Leesburg, president; Mrs. 
Chester Armstrong, Manatee, first vice 
president; Mrs. J. D. Puckett, St. Pe- 
tersburg, second vice president; Miss 
Floid, Jacksonville, third vice 
Phillips, 


Mary 
president; Mrs. 
Tampa, recording secretary; Mrs. 


Elizabeth 


Henry Gregg, Orlando, corresponding 
secretary; Mrs. Kathleen Rogers, Lake- 
land, treasurer. 


Texas Auxiliary 


Klection of new officers, addresses by 
outstanding guests, and a complete pro- 
gram of entertainment marked the re 
cent three-day session of the Woman's 


Auxiliary to the Associated Master 


Plumbers of Texas, held with the asso- 
ciation’s convention in Galveston, 

Mrs. O. J. Butts of Ft. Worth was 
elected president of the auxiliary with 
Officers: Mrs. J. W. 
Warden, El Paso, first vice-president; 
Mrs. |. Tarillion, San Antonio, and Mrs. 
H. I. Davis, Galveston, second and third 


vice-presidents; Mrs. J. Alberts, San An- 


the following 


tonio, treasurer: Mrs Clayton Lee, 
Houston, chaplain; and Mrs. S. G. Boone 
of Ft. Worth, parliamentarian Mrs. 
W. EF. Jameson of Houston, as perma- 
Malitz, 


Sr.. Galveston, as mother of the aux- 


nent historian and Mrs. R. C 
iliary complete the list of officers. The 
retiring president, Mrs. P. L. Borgstrom, 
Houston, was elected state legislative 
chairman, and Mrs. A. A 
made editor of the auxiliary column. 


Powell was 


Highlighting the addresses given at 
the session was that of President Henry 
S. Blank of the N.A.M.P. with talks by 

R. Faulkner, Longview, chairman of 
the association's legislative committee 
and other prominent speakers rounding 


out the program. 





At Florida convention: Mrs. Foster R. Fanning. national treasurer; Mre. George E. 
Doench, past national president; Mrs. Mabel McAndrew, past national president 
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Summary 


@ Permit valuations for new residential 
construction were 22 per cent higher 
during April, 1940, than during March, 
as reported by the Department of Labor. 
This is about double the usual seasonal 
increase. As compared to April, 1939, 
permit valuations for this type of con- 
struction showed a gain of 37 per cent. 


@ One hundred and three key plumbing 
and heating wholesalers reported an 
average increase of 22.07 per cent in 
April over the corresponding month of 
last year. For the first four month pe- 
riod, these same 103 wholesalers reported 
an average increase of 17.67 per cent 
over the same period of 1939. Thirty- 
eight of these wholesalers expect busi- 
ness to be better in May than it was in 
May, 1939, 27 expect it to be about the 
same, 15 expect a decline and 23 made 
no comment. 


@ The trend of prices of plumbing and 
heating items was reported as being 
downward in most sections of the coun- 
try; however, an advance of approxi- 
mately 5 per cent in the trade price of 
plumbing fixtures was reported in sev- 
eral sections. Manufacturers’ shipments 
of all plumbing and heating items 
showed a gain for the first quarter of 
this year over the same period of 1939. 


@ According to reports received from 
42 utilities, summer and year ‘round air 
conditioning installations made on their 
lines during April, 1940, totalled 381 as 
against 278 in the same month of last 
year—or, an increase of 37.05 per cent. 
Horsepower capacity for these 381 in- 
stallations totalled 7,514.37 as compared 
to 9,952.16 for the 1939 installations—or 
a decrease of 24.50 per cent. 








Rusiness 





Comments from_Wholesalers] 

New Jersey: “Lower unit value of 
residential construction despite greater 
rumber of permits for dwelling units.” 
‘May business expected to be about the 
same less than May 1939, due 
falling prices and unsteady markets.” 

New York: ‘Prices are down on all 
copper and lead products.” 
in business in this area largely due to 
unfavorable weather conditions during 
the first four months of 1940. We are 
approximately a month behind our reg- 
ular Spring business.”’ 

Florida: “Prospects for May 1940 do 
not appear as good as in May 1939 for 
that unusually high month.” 


or to 


“Decrease 


Was an 


“Business for May 1940 appears brighter 
than the same month of last year be- 
cause of the U. S. Naval Air Station 
construction, as weil as increased activ- 
ity of private enterprises. Locally prices 
dropped on plumbing and heating items 
to a new low.” 

Pennsylvania: “Spring finally opened 
after a hard winter; therefore, business 
in May is expected to be better than 
in the same month of 1939.” 

Virginia: “More orders on file.” 
“Building in the $5,000 to $7,000 home 
class is more active than in any previous 
’ “May 1940 business not expected 
to be as good as May of 1939, as that 
month was above average.” 


year.’ 





Shipments of Plumbing and Heating Equipment 





% of 
First 3 change Ist 3 
March March Mos., mos., 1940 over 
1940 1939 1940 Ist 3 mos., 193% 
Domestic Water Systems 
eee: GE Wee ccc cbecdvedcecaece 16,060 16,222 18.247 L §.70 
Mechanical Stokers 
Classes 1, 2 and 3 for domestic, apart- 
ment and small commercial use. 1,099 3,433 11,337 + 18.41 
Oil Burners 
|. | ai at ol | Tee 12,770 10,674 57,255 + 37.56 
(‘ast Iron Boilers 
Thousands of Pounds ............ 10,331 11,519 10,312 + 11.79 
Radiation 
Thousands of Square Feet........ 195 > RRI 10,503 tL §& R38 
Piumbing Brass 
arenes G2 Paemree _.ccetesbecen , 042 lies 5,913 + 23.03 
% of 
First 4 change Ist 4 
April April Mos mos., 1940 over 
1940 1939 1940 Ist 4 mos., 1939 
Domestic Water Softeners 
Seema OF. TIMEED «ik ccsvccetscids 1,864 1.122 56,233 + 4.45 
é.. 
Michigan: “More building but not as 
good a market for plumbing and heat- 











This map shows the average percentage of change in the business of key wholesalers 
for the first four months of 1940, compared to the same period of 1939. 
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ing.” 


Ohio: “Weather conditions now favor- 
able for building activity.” ‘‘More build- 
ing and improvements in our territory 
than last year.” 


Tennessee: “Big pickup in small resi- 
dential building.” “Manufacturers have 
advanced but 
old 


trade prices fixtures 


still 


on 


our competition quoting 


prices.” 


California: “Prices cut to almost pur- 
chase cost. Too many mass builders in 
this territory. Private single homes 
being built are fewer than at this time 
last year. Mass building is injuring the 


average wholesaler and plumber.” 
feeling here and 


business because 


Kansas: “A better 
better prospects for 


of moisture.” 
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Metal Prices 


(Prices as of May 31, 1940) 


Metal Market: 
Domestic—Strong, $11.50. 
Foreign—Strong, $11°%-\%. 

Electrolytic Copper—Delivered 
West, $11.625. 

Lead—St. Louis, $4.85 cwt.; 
$5.00 ewt. 

Ingot—$5.50. 

Zinc—St. Louis, $6.00 cwt. 

Tin—New York, $55.00 cwt. 


New 


Middle 


New York, 


Brass Ingot-——-85-5-5-5 CL, $11.75; LCL 
Delivered, $12.00. 
Yellow Ingot—CL, $9.50; LCL Deliv- 


ered, $9.75. 
Scrap Metal 
Composition and steam brass, $6.75 cwt. 
Strictly Heavy Yellow 
Cast, $5.00 cwt. 
Mixed, strictly cocks & faucets 
ball cocks, etc.), $6.00 cwt. 
Light brass, tubes, pipe, old sheets, etc., 
$5.00 cwt. 


Old scrap lead pipe, ete., $4.00 cwt. 


(Dealer’s Buying Prices). 


Brass Scrap, 


(ine. 


Copper, sheathing and roofing, free of 
nails, $8.75 cwt. 
Copper, boilers, tanks and other light 
materials, $8.50 ecwt. 
Soldered joints, nominal. 


Block Tin, $47.00 cwt. (f. o. b. Chicago). 


= 


© Protects Bath 
e uring Instal\a 


DOMESTIC 


ENGINE 


KRING 
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Key Wholesalers 














a Prospects for May, 1940, compared 
3 > 7 to May, 1939 appear: 
of a wf me 
oor rit. 
oi¢ TES: 
ea. nee + 
one pet No Total 
as a> = Com Re- 
qce a Better Same Worse ment ports 
New England States 12.80 16.64 { 4 
Middle Atlantic States ...... 7.59 1.90 1} x 4 
South Atlantic States - 38.23 V 86 , » 11 
Kast North Central States. 3.60 1.32 14 7 g { 27 
Kast South Central States. 23.83 23.67 y. ! 3 
West North Central States. t+ 10.1: 5.02 i ; I 2 10 
West South Central States. 1.40 () { ” 
Mountain a ies ’ 
PPP Terrrererriy 1.59 6.97 PS 
Se ee De wa veeves sane 22.07 17. 38 7 Lh 2 103 
‘car 
Current Market Data Service 
Mar., 40 April, 40 
Plumbing and Heating Wholesaler Sales 
(Average per cent of change over previous year) 15.0% OF 
Plumbing and Heating Wholesaler Stocks 
Average inventory at cost reported by 79% firn to the 
Department of Commerce) $ O71 $i i9 
Wholesale Prices: 
Jan } keh 14) 
Bureau of Labor Statistics 1926 100 
Piumbing and Heating ) 79.7 
Building Materials i 93.2 
*This table summarizes the data required to bring up-to-date the charts contained 
in “Plumbing and Heating Market Possibilities by States.” For further information 
regarding this service write to Marketing and Research Bureau, 1900 Prairie 
Avnue, Chicago, III. 
+, 
_ 
A 
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End all arguments about damage to bathtubs during installation by pro- 
tecting them with a TUBCOAT, the “Why-didn't-somebody-think-of this- 
before?” one-piece, inexpensive cover for bathtubs during installation 
that is sweeping the country with sensational success. 

Architects everywhere are including TUBCOAT in their standard speci- 
fications because it supplies a long-felt need. A TUBCOAT cover protects 
against nicks, scratches, stains or other blemishes. Prevents clogged 
drains, too, because it catches debris. Assures owner a bathtub in perfect 
condition. Sizes for all tubs, right or left-hand. Price $2.30 and up. Order 


through plumbing supply dealers. 


PROTECTIVE COVERING COMPANY 


1565 Railroad Ave. 





Bridgeport, Conn. 


SEND TODAY FOR COMPLETE INFORMATION ON TUBCOAT 





HE next time you are in a 
public place, drop in and 
take a look at the soap facilities 
in the wash room. 
many cases you will have un- 
covered a good prospect 


soap dispensers. 


Why not go after this soap dis- 
penser business in service sta- 
tions, restaurants, schools, office 
buildings, theatres, hotels and 
other places where cake soap is 
wasteful, unclean and unpleas- 
ant to use and where the public 
demand is for clean, sanitary 
soap dispensing equipment? 

With Watrous Liquid Soap Dispensers 
you can offer not only the finest and 
most sanitary soap dispensing equip- 
ment for any type of job. but also a 
means of substantially reducing soap 


expense. 


Get started today by writing for com- 
plete information. 
IMPERIAL BRASS MFG. CO. 


THE 


1231 W. Harrison St., Chicago, III. 





In a great 


for 





ys 


- 







@ There is a type of Watrous 
dispenser to suit every require. 
ment... various models for 
wall mounting, others attach to 
lavatory tops, foot or knee 
operated types for hospital use, 
gravity systems with central 
soap container and portable dis 
pensers of both floor and table 
types 


il 
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DE 


isa MAGIC NAME to 
Farm Families everywhere 





' 

| 

! 

U 

| 

As every dealer knows, a well known name _|f 

. : . : " 

is a great sales aid, and there is probably  }} 

no name in the farm appliance world better t 
or more favorably known than Delco. 

1 

| 

4 


The Automatic Electric Delco Water Systems for 
shallow and deep wells, with capacities from 225 
to 600 gallons per hour, have for years contributed 


4 
| 
. . . . . i 
to the building of this splendid reputation. 
! 
| 


, ——— 


Because farmers have found them absolutely 
dependable, economical to buy and run, and 
because the line is se complete, every man has 
been able to have the one right size and type to 
meet his needs. 





The market for water systems is constantly 


expanding, making possible more profits for more 
dealers. Your name on the coupon below will bring 
you complete information on Delco Water Systems 
and their really remarkable profit opportunities. 








. 








PRODUCT OF 
GENERAL MOTORS 


’ DELCO CO APPLIANCE DIVISION 


Sales Corporation, ROCHESTER, WN. Y. 
437 Lyell Avenue, Rochester, N. Y. 


Gentlemen: Please send me complete information on Delco 
Water Systems. 





Name 
Address. 


City dela . State 


' 
' 
' 
4 
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Or D Ca l C75 


Gas Water Heater 

A recently announced gas water heater for natural, 
artificial and bottled gases is shown in the accompanying 
illustration. The unit’s copper clad construction is re- 
ported to combine the most desirable features of both 
copper and steel. To further insure lifetime service even 
parts which do not come in contact with water or gases 
are protected with baked-on corrosion resisting mate- 
rial. The heater is available in four sizes ranging from 
20 to 75 gal. capacity with a burner rating of 20,000 to 
53,625 B.t.u. per hour. The heater is announced by 
Hedges-Walsh-Weidner Div., Combustion Engineering 
Co., Chattanooga, Tenn. 











Above. 


*e 


Gas Water Heater 
. for natural, artificial 3 
and bottled gases.” Above, 
Right, Kit Box “. freedom from clogging or jamming.” 
Right, Valves “... to control destructive or hard-to-handle gases.” 


Kit Box 

Holding plain or ratchet threader and ten sets of dies 
the recently announced handy outfit shown in the 1il- 
lustration 1s designed for use on either pipe or bolts or 
both. A die box accompanying the set, shown in the 
illustration outside the box, holds eight sets of dies. Fea- 
tures listed for the kit include instant clearing of chips, 
freedom from clogging or jamming, dies which adjust 
as a single unit thus insuring uniform cutting. The kit 
box is announced by Beaver Pipe Tools, Inc., Warren, 
Ohio. 


Valves 

Shown in the illustration is one of the new valves 
recently announced for tight closing shut-off service for 
industrial use. These valves are reported to be built to 
control the flow of destructive or difficult-to-handle 
liquids or gases, and to let the user forget about the valve 


troubles that might arise in such service. These valves 
are announced by The McAlear Mfg. Co., 1901 So. 


Western Avenue, Chicago. 
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Warm Water Heating 
Warm water heating 
available by a recently announced system; 
circulator is an integral part of this system. 
plete system consists of boiler, piping, circulator, 
valve, flow fittings, automatic feed and relief valve and 
convectors. The convector is reported to be a high grade 
furniture steel cabinet containing a fin-and-tube heating 
element. Exposed cabinets are said to have gracefully 
rounded corners and excellent proportions. The system 1s 
announced by The Trane Co., LaCrosse, Wis. 


home is made 
the illustrated 
The com- 
How 


for the average 





Truck “ 
well insulated cab.” 
. . . ee 
circulator is an integral part of the system. 


. reported to have a large, well-ventilated and 


Left, 
Right, Warm Water Heating “. , . illustrated 


Cab-Over-Engine Truck 

Introduction of a new two-ton cab-over-engine truck 
has just been made. ‘The new truck is shown in the 
illustration. It is reported to have a large, well venti- 
lated and thoroughly insulated cab. The level floor, 
said to be absolutely devoid of “bumps,” provides ample 
foot room for driver comtort. Fi rom a A vantage point well 


Modern PI wi 3 1g 


DEMANDS THESE 


Modern Brass Goods 


NEW 





SEAMLESS 
OCTA-KENT TRAP N 


THE 
true harmony 
with modern trends, yet practical from 
the plumber’s standpoint, KENT Tub 
ular Brass Goods enable you to meet 
every modern plumbing demand. 
Streamline design .. . beautiful finish 
- « precision construction . . . these 
selling advantages are yours in the 
complete KENT Line. 
When you specify better materials, 
you assure your customers a_ better 
plumbing job! You can make no 
hetter choice than KENT Tubular 
Brass Goods! They give your work 
an attractive, finished appearance 
that’s a credit to your years of expe- 
rience , . they give your customers 
lasting satisfaction. It will pay you 
to get the complete details. 






SEAMLESS 
CONNECTED 
WASTE AND 
OVERF L OW 





ADJUSTABLE 
SEAMLESS 
BENT TUBE 
TRAP 


——K ENT 


Tubular Brass Goods 





IRVINGTON, N. J. 


65-75 GRACE ST.., 
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THERE ARE MODERN 


AT Me -RIETE 


SHOWER GCABINE TS 


for EVERY Budget.. 


So EASY TO INSTALL... 









| a : You cut labor costs to the bone 
aa when you install Bathe-Rite 
2 Shower Cabinets. Completely 
a Self-contained, they can be setup 
» é. in short order by ONLY ONE 
a MAN! That means easier, faster 
F installations and higher profits. 
- New SALES HELPS . 
f A new Bathe-Rite Catalog has 


just been completed for Plumbers’ 
use. Rich in selling suggestions, 
bathroom installation sketches 
and illustrations, it offers effective 
aid in selling the complete new 
BATHE-RITE Line. WRITE FOR 
YOUR COPY TODAY! 


New Popular Priced Models. 
BATHE-RITE Medel A-30—Above 
Unfinished, with curtain $33.85 


with cur- 
37.85 


Grey Enamel, 
tain 

Grey Enamel, with 
GLASS DOOR 


BATHE-RITE Model AF-30—Right 


White Baked Enamel, 
with GLASS DOOR 


White Baked Enamel, 


with curtain 





65.35 


$75.35 


47.85 


Catalog Lists Many Other 


Models! 
Check Coupon Below! 





Plumbers! You can't miss 
with this new BATHE-RITE 
Line! It offers you Shower 
Cabinet Models to fit every 
possible need — for low-cost 
homes or expensive mansions 
—for schools, institutions, fac- 


tories — or for basements, 
attics, tourist cabins, summer 
homes and camps. And 


they're ALL quality-values at 
LOW prices . . . Handsome in 
style. design and finish. 


& GLASS DOOR MODELS AT LOW PRICES 
tw EXTRA DISCOUNT ON DISPLAY 
MODELS! 








BATHE-RITE DIVISION 


MILWAUKEE STAMPING COMPANY 


824 South 72nd Street Milwaukee, Wisconsin 


Clip the Coupon... 
for your story of new Shower Cabinet Profits. 


BATHE-RITE Shower Cabinets 

824 South 72nd St., Milwaukee, Wisconsin 

Send me. without aS your new 1940 Catalog on BATHE. 
RITE SHOWER CABIN and all the details on the Extra 
Discount on Showroom Display Models 


Address 


City State 


‘ 
I 
| 
| 
| 
Name | 
| 
i 
| 
| 


Jobber’'s Name 
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VAPOR AND VACUUM 


HEATING SPECIALTIES 
APPROVED BRONZE VALVES 
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Inside Gnformation 


MILVACO 
GATE VALVES 


MILVACO Heavy Pattern Gate Valves are made in non-rising 
stem type with solid wedge disc, and in rising stem type with 
double wedge dises. (No. 401, Non-Rising Stem-—No. 400, Rising 
Stem). Made in sizes from '4” to 3” inclusive. 


NOTE THESE IMPORTANT MILVACO FEATURES 


1—Solid Wedge Dise and Seat carefully machined insur- 
ing positive seating accuracy. 

2—Double Discs provided with a ball and socket self- 
aligning joint assure ensy and tight closure. 

3——Strong, well designed, highly polished Bonnet gives 
the valve a finer finished appearance. 

4.Sturdy Stem with ample thrends to provide utmost 
service in operation of valve. 

§—Extra henvy Stuffing Nut and Deep Gland Follower. 


6—Valve can be repacked under pressure when fully 
opened, 
7—Sufficientliy deev tapping in hexagon ends of the 


sturdy valwe bodies permit full make-up on pipe line 
with ample spuce provided to prevent pipe from dis- 
torting the sents in any way, 


MILVACO also manufactures a low pressure Gate Valve, No. 101 


Sold by recognized wholesalers in all principal cities. 


Send for our condensed catalog. 


MILWAUKEE VALVE CO. 


MILWAUREE WISCONSIN 


MILVACO Heating Spe-ialtie: PROVED bcronre Valves 


Manufacturers of 


ma A, 
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forward and upward, the driver has safety vision day and 
night. Carefully designed step arrangement and full 
width doors make the cab easy to enter and leave. The 
truck is announced by Dodge Division, Chrysler Corp., 
Detroit. 


Three-for-One Unit 

Shown in the illustration is a “three-for-one” heating 
unit which was announced recently. It is reported to be 
a complete burner, boiler and hot water heating unit. 
Another model is also available. Designed for use in 
modest homes, both units are packaged and completely 
factory assembled. The flame from the burner is placed 
close to the heat absorbing surfaces with the air and oil 
well mixed to produce high combustion efficiency. These 
units are by Timken Silent Automatic Div., Detroit 





oe 


Left, Lavatories . all three are of vitreous 
china.” Right, Three-for-One Unit “. . . a com- 
plete burner, boiler and hot water heating unit.” 





New Lavatories 

New lavatories which have just been announced are 
represented by the fixture shown in the illustration. 
Another unit 1s a flat topped lavatory with a D shaped 
basin which provides extra room at the front. The illus- 
trated unit, also with a D shaped basin, has considerable 
more shelf room where toilet articles can be placed. The 
spout and controls are conveniently grouped on a con- 
venient angle panel. Still a third and smaller lavatory 
provides a generous amount of shelf space because of 


the raised back. All three are of vitreous china. They 


are announced by Crane Co., 836 S. Michigan Ave., 
Chicago. 
Air Diffuser “. . . re- 


ported to be suitable 
for summer and win- 
ter air conditioning 
systems, and to be 
adaptable for corner, 
side or center of room 
placement.” 





Air Diffuser 

Pictured is a recently announced ceiling unit for hort 
zontal air diffusion for heating, ventilating and air con- 
ditioning. This item is reported to be suitable for summer 
and winter air conditioning systems, and to be adapt- 
able for corner, side or center of room placement. It can 
be had with or without light fixture. The outstanding 
features of this unit are said to be its flexibility and ad- 
justability. It 1s Waterloo Register Co., Water 
loo, la. 


by 
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Compressor-Condenser 

The illustrated gas engine driven compressor-con- 
denser is designed for installation in localities where nat- 
ural gas is more economical than electric power. It is 
suitable for use in both air conditioning and refrigera- 
tion applications. The engine is reported to be fully 
water jacketed the length of the bores, and the exhaust 
valve seats are cooled by direct circulation of water from 
the header pipe. Full force feed lubrication and super- 
finished operating parts are said to assure long life and 
unit is announced by Fair- 
Michigan Ave., Chicago. 


efficiency of operation. The 
banks, Morse & Co., 600 S. 


PERL POLLO ALAA ORS CARL AL 





Left, Humidistat “... equipped 
with temperature compensator 
which maintains calibration 

” Right, Compressor-Condenser “, . . suitable for air con- 

ditioning applications.” 
. a. 

Room Humidistat 

Designed to conform with a trend in modern arclu- 
tecture is the new room humidistat shown in the accom- 
panying illustration. It is a pneumatic hair element 
humidity controller designed for wall mounting. It is 
equipped with a temperature compensator which main- 
it will control at the selected 





tains calibration so that 


relative humidity even though the temperature changes. 















Gives you a 
portable work bench- 


New Pel Eel ob 
Tri-Stand Vise 






A remarkable work - saver, 
this new FRIED Tri- 
Stand really gives you 
a complete work bench, 
quickly set up where the 
work is. Its hinged legs 
fold in and chain for easy 
carrying. Nothing stingy 
about it — wide roomy 
tray for i pot and oil 
can, special rim and slots 
for holding tools, a pipe 
rest and 3 benders that 
won't collapse pipe. 
Screw-down feet and ceiling 
brace, but it’s well balanced to 
prevent tipping. For an unu- 
sually handy tooland more for 
your money... buy the new 
“9 = eimeiD Tri-Stand at your 
Supply House....THE RIDGE 
TOOL Co., ELYRIA, OHIO 


=| ID PIPE TOOLS 





@ Red finish 
yoke vise of 
strong special 
malleable... 
highest quali- 
ty tool-steel 
no-mar jaws. 
Chain vise, 


£ 
# ' f 
also. je. ay 
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“VE GOT 
THE ANGLE ON 


WATER 
HEATING 


“Everybody that builds or 
remodels a home must 
have a water heater." 
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1. ‘“‘More customers than 2. “‘Lots of building — means 
ever need water heaters. |! lots of water heater sales. 
talk up the Edison Electric Even rural homes are going 
because it’s safe, low priced electric which means | can sell 
and pays me a good profit.”” them electric water heaters.”’ 
45 
a 























4. “Edison helps me sell. 
They have plenty of swell di- 


3. ‘“‘Edison Water Heaters 
are made by the world’s larg- 


est builders of electric water rect mail material, window 


displays and sales helps be- 
+ 


heaters and sold exclusively 


through plumbing wholesalers.”’ 


° ’ 
sides a mighty fine product. 


GET YOUR SHARE OF THIS BIG ELECTRIC 
WATER HEATER MARKET IN 1940 





a © Water Heater sales are up 25% over 
wit 1939 and are still increasing. 


@ Every Edison electric water heater 
sold means a job for the plumber. 


®@ Edison provides a complete line in 
capacities from 2 to 140 gallons in 
round and square models. 


RY sae 
ws See your wholesale plumbing supply house 





_ EDISON GENERAL ELECTRIC APPLIANCE CO., inc., 5687 W. Taylor St., Chicago, IIL 


EDIZ ON 


AUTOMATIC ELECTRIC WATER HEATERS 





Sold Exclusively Through Recognized Wholesale Plumbing Houses 


























































able iron, free from 
coke impurities; 
dense, close-grained 


cast iron, free from 


threads; a complete 


line—therein lie the 


Fittings. Distributors 
in principal cities.... 
Jarecki Manufactur- 


ing Co., Erie, Pa. 


Air-furnace malle-. Water Heater 


defects; perfect | 
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A universal adjustment feature is reported to be one of 
its outstanding features. The unit is announced by 


Minneapolis-Honeywell Regulator Co., 2801 


_ Ave., So., Minneapolis. 


| Right, Water Heater “. . . low stack 


a 


reasons why prac-| 


tical men like Jarecki | 


Soe A 


Left, Cooler “. . . complete disposal 


Coolers 


Fourth 


Two new portable air conditioning units have recently 
been announced, the deluxe model of which is reported 
_ to feature improved capacity, complete disposal of water 
_ created by condensation, and a 20 per cent step up in 
efficiency. The other model is reported to be basically 
the same in operating principle, but has a slightly smaller 
capacity, the stated B.t.u. being 4,000. These are an- 
_ nounced by Gale Products, Galesburg, III. 









mee 


aed 
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_ 


of water created by condensation.” 


temperatures and high efficiency.” 





The illustration shows a recently announced domestic 
water heater equipped with a burner capable of burning 





I'LL MAKE YOUR 
THREAD AND GAS- 
KET CONNECTIONS | 
LEAK-PROOF 
FROM NOW ON... 





And Save You Money On 
Sealing Compound For 
Water-Proof Joints 










It means two big problems off your 
mind when you start using Key-Tite 
water-proof sealing compound. 


First...joints sealed with Key-Tite 
will never leak...it eliminates come- 
back calls that cut into your profits. 


Second... Key-Tite saves money.. 


USE KEY-TITE...on al! 
lines carrying water, low pres- 
sure steam, gas, etc. It goes 
farther, will not freeze the joint 
and does not settle in the can. 
It will give you positive leak- 
proof screw-thread, flange and 
gasket connections. 


. it actually costs less per 


joint to use Key-Tite because this compound gives several times 
the coverage of ordinary pipe dopes or sealers. 


FREE SAMPLE. Toke advantage of this opportunity where the “best costs 
less.” A free somple of Key-Tite will prove it to your complete satisfaction. 


See your jobber or write for your free sample today. 





2661 McCasland Ave., E. St. Louis, Ill. 
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No. 3 oil down to % g.p.h. using a nozzle with an orifice 
. Low stack 
temperatures and high efficiency are reported for this 
heater. They may also be used for small hot water or 
steam heating boilers as well as for furnishing domestic 


y, 


the same size as a 3 g.p.h. pressure burner. 


hot water. The heater is available in two capacities 


and 22 sq. ft. of heating surface. They are announced by 


Scott-Newcomb, Inc., St. Louis. 


Oil Saver and Mechanical Heat 

Supervisor designed for 

use in controlling the firing 
rate of oil-fired boilers 





Heat Supervisor 


The oil saver and mechanical heat supervisor shown 
in the illustration has just been announced. It is de- 
signed for use in controlling the firing rate of oil-fired 
boilers. The unit has an outside control and operates 
in three different cycles; the outside control is con- 
nected to the unit illustrated and cuts in the control 
ten-degree temperature 
drops. It is announced by Wellworth Fuel Products 


cycles in three prearranged 


Inc., 806 N. Broad St., Philadelphia. 


DOMESTIC 











@elokt mic 


ITS PENNSYLVANIA 


Distributed through a nation-wide 
chain of Jobbers and Wholesalers 


On the spot when you need them... 
that’s PENNSYLVANIA’S quick-service 


story! Their greater dependability, 


ihe - ww SS 


, 


_ 


‘ 


Hirsh RAK 


greater safety, superior construction has 
won them national distribution among 
jobbers and manufacturers’ agents 


“ 3 PF ty 


throughout the country. Ask your sup- 
plier to show you PENNSYLVANIA’S 


complete line today. 


1887-Good Then--1940 Better Now! 
PENNSYLVANIA RANGE BOILER CO. 


24th STREET & WASHINGTON AVENUE 
PHILADELPHIA, PENNSYLVANIA 
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Westco 
Because Westco Pumps stay on ,NEsico 


the job day after day, month hype 
after month, year after year... Weil” 









without a ‘‘string’’ of trouble- iz 

some service calls to eat up time _ only one 
movin 

and profits. They sell fast... part over 







and install easy. Westco Tur- a in 
bine-type Pumps have only one 

moving part. There are no belts 
to replace, no gears to wear, no 
valves to stick. And the Westco 
line is complete too... with a 
full selection of shallow and 
deep well systems for farm and 
home requirements. Write for 
details and new literature sam- 
ples today. 

























Westco 
Deep Well 
Jet Pumps 











And only Westco Turbine-Type Pumps 
have patented bronze renewable liners. 
They can't rust or seize the impeller. 


DEPENDABLE 


este Fanos 









25006 State St., Bettendorf, lowa 
Gentlemen: I'm interested in making 
more money. Tell me about Westco 
Pumps and Water Systems. 


Name 
Address 
City State 
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= YOU CAN SELL 


OIL BURNING WATER HEATERS 
TWO WAYS! 


MODEL A MODEL B 


COMES TO YOU FURNISH 
YOU BURNER AND 
A ige ae CONTROLS 
















Model A— A complete 
Unit. Foreed draft va- 
porizing burner fires 0.3 
to 1.25 gals. per hour 
with an efficiency of 
82%. When solenoid cuts 
off oil supply, special 
aquastat maintains 
forced draft until oil 
left in pot is completely 
purged. Available in 25 
and 35 gal. capacities. 


* 


Model B is equipped 
with insulated’ precast 
refractory combustion 
chamber. Also equipped 
with combination safety, 
observation door and in- 
dicating thermometer. 25 
to 80 gal. storage units, 
recovery capacities up to 
3850 GPH at 100° rise. 
You install burners and 
controls of your own 
choice. 




















4 ia 
Me Ce ee | 


* 


The tanks in both 
models A and B heat- 
ers are of Everdur 
COPPER, 300 
lb. pressure, 
guaranteed 
for 20 years. 


Model B 


Model A 


Dus G&C Oil Fired Water 
Heater is your source for hot water house heating as 
well as domestic hot water supply. Layout drawings 


illustrating this application will be furnished on request. 


Manufacturers for over a quarter century of COPPER 
and Everdur 20-year guarantee range boilers and tanks. 


GERSTEIN : 4), COOPER CO. 
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Suction Pump 

A streamlined suction pump for use by rural resi- 
dents and farmers has just been announced and is shown 
in the accompanying illustration. The pump ts suitable 
for installation where the source of water is a shallow 
well, lake or cistern and where the maximum lift is no 
more than 22 ft. It is operated by an electric motor with 
automatic controls. It is by The Heil Co., Milwaukee. 
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Left, Reamer makes it 

possible to do an efficient ream- 

ing job.” Right, Suction Pump . automatic controls main- 
tain proper pressure.” 


6 
. 


Reamer 

Described as a convenient new tool which makes it 
possible to do a rapid and efficient reaming job on both 
the inside and outside edges of tubing is a reaming tool 
which has just been announced. Tubing is introduced 
from one end of the tool for inside reaming and from 
the other end for outside reaming. The tool cuts in 
either direction and is self-centering. It has three hard- 
ened, hollow ground tool steel cutters. The reamer 1s 
announced by The Imperial Brass Mfg. Co., 1200 W. 
Harrison St., Chicago. 














SAFE—CONVENIENT 
THERMOSTATIC 
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SHOWER BATH CONTROL 
The temperature you want—when you want it! No more | 


haphazard blending of hot and cold water. No more hot 
shots and cold spots when pressures vary. Rid yourself of 
these annoyances. Install a Series R Valve on your shower, 
set the pointer at the temperature you desire and really 
enjoy your shower. 


Distributed through recognized plumbing wholesalers. 
Manufactured by 


LEONARD VALVE COMPANY 
1360 Elmwood Ave., Cranston, R. I. 
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June, 


New In formation 
and tlids to Sales 





Circulation Controller 

The Watts Regulator Company, |-awrence, Mass., 
issued a small envelope insert presenting the new size 
valves in that line of control devices. Circulation con 
trollers in the line are now available from 142” to 2” 
according to this literature. 


has 


The two particular units 
described in the folder are especially designed to control 
the temperature of the hot water supply so as io prevent 
the danger of scalding. The leaflet explains that the 
tempering valve mixes, automatically, enough cold with 
the hot water to deliver to the fixtures comfortable, 
tempered water. 


salely 


Reflecting Agents 

Preferred Utilities Mfg. Corp., New York City, 
just issued a leaflet explaining the use and advantages 
of the reflective agent and protective covering manutac- 
tured by that firm for firebrick and refractory surfaces. 
When applied, the surfaces of the firebrick will act 
a mirror and reflect heat back into the combustion zone, 
thus aiding in efficient combustion. The compound ts 
also described in the leaflet minimizing the 
ignition period and reducing soot deposits. 

(Continued on Page 8S) 
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. . « OFFERS EXTRA 
| PROFITS FOR YOU — 

BIG SAVINGS FOR 
YOUR CUSTOMERS 


4 
You should push the sale of Careycel Tank 
Jackets for two important reasons: (1) They 
pay you an exceptional profit; (2) They save 
money for your customers. 

















These efficient Tank Jackets are made of 
Careycel, the improved asbestos insulation. 
Tests prove that these jackets save at least 
70% of heat wasted through an uninsulated 
tank. Sizes to fit all standard tanks; installed 
in a few minutes. There is a lot of this busi- 
ness to be had and now is the time to get it. 
Write today — address Dept. 18. 








THE PHILIP CAREY 
Depe 


COMPANY: Lockland, Cincinnati, Ohio 
BRANCHES IN NCIPAL CITIES 


PRI 
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IT’S BUILT TO SELL 


> “We have sold COMBUSTIONEER for nearly 
six years and have had a consistent gain in sales 
each year. When we install a COMBUSTIONEER, 
we can count on the new user recommending it 
to all his friends. 


> “COMBUSTIONEER is engineered and built 
right and its quality is the best. Another reason 
we prize our COMBUSTIONEER franchise is the 
wonderful cooperation which we receive from 
the factory. We expect a real increase in our 
1940 COMBUSTIONEER sales.” 

—R. N. Reusing, Asheville, N. C. 


VALUABLE BOOK FREE, TO DEALERS 








An impartial survey has been 
made to answer the question, 
“What makes the best stoker 
proposition for dealers?” 
Dealers throughout the coun- 
try have given the facts from 


ful. 


for your copy. 





THE ANSWER 
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AUTOMATIC COAL BURNER 


their experiences. The results 
of this survey are ready for 
you in a new book. You'll 
find it interesting and help- 
Mail the coupon today 
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New4 of Patents 


2,195,411. Grille. John A. Germonprez, Grosse Pointe 
Park, Mich., assignor to Barber-Colman Co., Rockford, IIL, 
a corporation of Illinois. 











2,200,093. Pipe Wrench. James W. McNeil, Hoboken, 
N. J., assignor of one-half to Peter Thorsen, Hoboken. 
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2,200,093 
a ILLE PIPE WRENCH 


N A SHO 2,195,565. Air Purifier. William John Fricke, San Fran- 
| cisco, assignor to E. D. Bullard Co., San Francisco, a cor- 


| poration of California. 























2.195.878. Hot Water Heater. Harrison D. Sterick, Pitts- 


idole | burgh, 
elp' your customers for- | 


get the heat by suggesting 
to them the installation Of pug 7 
















































a Mueller Adapto Shower. aan im < 
They willliketheidea when SS OE 
you explain to them that va 
no extensive repairs or al- 8 
terations are necessary— 

that you merely attach them =. Ls 
right to their existing bath- - Higgs: = 
room fixtures and that it os| [eet a 
makes them a handsome, x > f 
permanent installation. ¢ “4 
They will not be incon- Hf 

venienced and willbe able [F ssssum = x 
to enjoy the added luxury *, 4 ee Pa. a 
of a shower. 4 + 

Cash in on this nice sum- 

mer business. There are 

Mueller Adapto Showers 

available to fit practically 

any existing type of bath- 








room fixtures. Ask your 
jobber or write today for 
Tiimilscdullileuae 











i af 2,200,124 2,200,226 
Oz eS RELIEF VALVE VALVE DEVICE 








2 200,124. Relief Valve. Hillard J. Sans, Cleveland, as- 


MUEI f FR f {7 | signor to Garry Sans, Cleveland. 
a 2 200.226. Valve Device. John M. Larson, Chicago, as- 


eb Se week - eee & oe | signor to Minneapolis-Honeywell Regulator Co., Minneapolis, 
© VITAL SPOT PRODUCTS © | a corporation of Delaware. 
aa 
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Sales Agreement 

Herco Onl Burner Corporation, Lancaster, Pa., 
explains its new retroactive sales agreement in a four 
page folder. The company points out that this agreement 
between it and the dealer gives the latter the immediate 
advantage of quantity prices, plus retroactive credits on 
an increased volume of business. The literature not only 


ENGINEERING 


fully explains this agreement, but also provides a tabular | 
form on the fourth page where the dealer may keep | 


record of purchases, models of burners purchased, and 
current prices of the various models. 


Fittings 
Recently issued by the Compound Injector and Spe 
cialty Co., Chicago, 1s a catalog showing the various 


items in that line of fittings. This catalog covers trap | 


floor drains, garage and floor drains with refuse separa- 
tors and retainers, catch basins, grease separators and 
closet bends. The various styles in each group are illus 
trated and all information pertaining to each item 1s 
presented in chart form. 


Water Systems 

A new loose-leaf catalog has just been issued by the 
Fort Wayne Engineering & Mfg. Co., describing the full 
line of water systems for home and farm. Included are 
separate departments for such items as shallow well 
pumps, deep well pumps, ejector tvpe water systems, 
domestic and industrial water softeners and purifiers. 
automatic cellar drainers and general well supplies, and 
instructions for installing, 


“Jatlorned” 
Ja: GAS VENTING Job! 


- 

HERE are four factors that 
must be considered on every gas 
venting job: SAFETY 
EFFICIENCY .... DURA- 
BILITY .... EASE OF IN- 
STALLATION! METALBESTOS is designed 
and built from this standpoint. Literally, 
METALBESTOS is “tailored” to each indi- 
vidual gas installation. That’s why we say 
METALBESTOS is the PERFECT gas vent 
and flue pipe. Try it on your next job and 
experience the difference. Write for literature. 











A pure aluminum pipe is as- 
sembled within a galvanized 
Steel casing. The half inch 
air space between pipes off- 
sets transfer of heat to outer 
casing, eliminating fire haz- 
ard. Leakproof, gas cannot 
enter living quarters. 3 or 10’ 
lengths, round or oval and a 
complete line of fittings to 
match. 




















WILLIAMS-WALLACE Co. 
160 HOOPER STREET, SAN FRANCISCO, CALIF. 





IN SERVICE 10 YEARS 
Only 25 Replacements 


"In ten years we have replaced only 25 trap ele- 
ments on our heating system. It works perfectly and 
always has. Furthermore, the Sarco Hook-up with 
8" vacuum on supply and 12" on the returns intro- 
duced steam savings that have paid for the equip- 
ment many times over. 


"Thousands of Sarco Steam Traps are used in large 
hospitals, office and public buildings in Detroit— 
many of them installed years before ours—and | 
have never heard anyone complain, You can’t go 
wrong with Sarco.” 


Emil Jensen, Chief Engineer 
Detroit “Times” 


THE SARCO 
BELLOWS 


| : 1 shown at left is the actu- 
a ie ating element that pro- 
) | vides quick and accurate 

: a pening and closing and 

at has demonstrated 

its ability to perform 
ears after its moderate 

irst cost has been 

by the savings. 
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Sarco 
Radiator 
Trap 


bd 























a SARCO 
Serco rs TEMPERATURE 
we || CONTROL 
Packless | 
Valve | if } and hot water blenders in sev- 
iy are eral forms provide better hot 


“water service with minimum 
‘ costs. 


SPECIAL SERVICE 


is rendered to engineers and 
contractors. It costs nothing to 
secure an estimate of costs and 
tevings. Write for Catalog No. 
145. 


SARCO COMPANY, INC. SARCO 
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Many contractors have rec- 
ognized the importance of 
the farm market in the sale of 
plumbing. Every day thou- 
sands of additional farms are 
electrified. Every day more 
and more of these farms are 
considering the convenience 
of running water. 

And the first step in having 
a complete water system is the 
installation of a pump. 

Here is where the complete 
line of Crane pumps puts you 
in a better position to get your 
share of this profitable business. 


K-250 
Shallow Well Pump 


For it makes no difference 
what the source of water sup- 
ply; how much water is needed 
or how far it has to be de- 
livered, Crane pumps are 
made in sizes and capacities 
for every job. 

When you handle a pump 
line, it pays to handle a com- 

K-250 plete one. Ask your Crane 

with Horizontal Tank salesman to show you how 
Crane pumps can help you geta 

bigger share of this farmmarket. 





$C-30 
Shallow Well Pump 


D-9 
Deep Well Pump 
D-60 


Deep Well Pum 
Crane Jet Pump ¢ ° 


CRANE 


CRANE CO., GENERAL OFFICES: 836 S. MICHIGAN AVE... CHICAGO 


VALVES © FITTINGS © PIPE © PLUMBING © HEATING « PUMPS 








NATION-WIDE SERVICE THROUGH BRANCHES, 
WHOLESALERS, PLUMBING AND HEATING CONTRACTORS 
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Stokers 

Three new broadsides have been issued by Holcomb & 
Hoke, Mfg. Co., Indianapolis, Ind., to illustrate the 
advantages of using the stokers in that line. Each broad- 
side has a different approach: economy, comfort, and 
freedom from constant fire tending; the broadsides are 
ready to be addressed and mailed without an envelope. 


Kitchen Fan 

An envelope stuffer illustrating the new remote control 
kitchen fan manufactured by Autovent Fan & Blower 
Co., Chicago, has just been issued. Among the advan- 
tages listed for this fan in this folder are standardization 
of size which makes the fan applicable to any normal 
wall thickness ; remote control which permits the installa- 
tion even over the range; outside protection, low cost 
operation, and the fact that adjustments are unnecessary. 


Soap Dispenser 

A new broadside is being offered by Ampion Corp., 
Long Island City, illustrating the line of liquid soap 
dispensers manufactured by this company. Each style 
container is displayed in a large illustration on the first 
and center folds, and well set-off with a bright blue 
background. The method of operation of each type is 
listed below the illustration, and the list price given. 


Specialties 

The Eastern Foundry Company, Boyertown, Penn- 
sylvania, has a two page leaflet illustrating the cast iron 
plumbing specialties in that line. Among the items illus- 
trated are iron soil pipe and fittings, trap screw ferrules, 
cesspools, shower drains, fire pot heaters, etc. Each 
item is pictured with a complete specification paragraph 
accompanying it. This is designed to be of quick help 
to the contractor in selecting the item for the particular 
service. 


Bathroom Hardware 

Brey-Krause, of Allentown, Pa., has a leaflet on the 
solid brass, chrome plated bath room fixtures showing 
soap dish, racks, holders, etc. manufactured by this com- 
pany. In addition to illustrating the items, this leaflet 
also gives the price per item and the price per set on 
this type of bathroom hardware, and should make an 
excellent mailing piece for the contractor-dealer. 


Handbook 


A new compact handbook on hot 
water heating has just been issued by 
Bell and Gossett Co., Chicago. This ts 
shown in the above illustration. In 
addition to its distinct advantage in 
being pocket size, this 260 page book 
coordinates and simplifies into prac- 
tical, usable form a_ wealth of 
engineering data and _ installation 
information. It offers a complete ex 
position of fundamental heating tacts 
and hundreds of diagrams for the proper design and 
installation of indirect domestic water heating systems 
and forced circulation systems. The material in the book 


BsG 
HANDBOOK 
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is divided into major groups and then broken down 
further into sub sections, and this together with the cross 
index, makes it very easy for the user to find the infor- 
mation which he desires. This book is to be distributed 
by wholesalers on a special plan. 











Stoker ° | 
Electric Furnace-Man, Inc., New York City, has a Build. 

new envelope insert folder on its automatic anthracite 

burner. This leaflet is intended to explain to the user ALINMNDL 

the advantages of this thermostatically controlled unit to 

produce uniformly heated rooms. It is pointed out in sales | 

the leaflet that the use of the unit cuts fuel cost, and that } 

in its operation there is no smoke, no smudge or smell. with 





Institutional Installations 

The Elkay Mfg. Co., Chicago, has just issued a new 
catalog featuring cabinets and sinks manufactured by 
this company for institutions and industrial plants. 
Among the installations illustrated and described in the 
catalog are stainless steel cabinet sinks and tops for 
kitchen cabinets such as are used in home economics 
departments of schools, and in laboratories, hospitals, 
industrial plants, etc. Also covered by the catalog are 
shower bath cabinets, specialized tanks ete. 








SHOWER 


FITS ANY BATHTUB 


The Chicago 
Faucet line in- 
cludes, in addi- 
tion to Add-a- 
Showers, a wide 
variety of ex- 
posed shower 
fixtures for 
every type of 
installation. See 
Catalog G. 








Air Conditioning 

A booklet, intended to show the home owner the 
advantages of air conditioning has been issued by Fitz- 
gibbons Boiler Co., Inc., New York City. This embodies 
general air conditioning information written in simple 




















Add-a-Shawer quigkly trans- 
forms showerless bathroom 
inta modern one. 








IN SUMMER it’s easy to sell 
the luxury of shower bathing 
—particularly when it can be at- 
tained so inexpensively with an 
Add-a-Shower. Can be installed 
in a few minutes, with a fine 


SPECIAL SINKS 
TO FIT ANY SPACE 


Non-absorbing and non-staining, Alberene Stone is ideal for sinks 
and laundry trays. Tongue and groove joints with hidden bolts, 





permanently cemented, have the strength and tightness of one- profit for you. Some Add-a- 

piece units. Shower sales to prospects in : sia 
Alberene is acid-, heat-, and wear-resisting. It can be shaped, your neighborhood now will Baee Reamaia 
sawed and fabricated in any desired shape or form. help bolster that sagging sum- “hower Head and 
Order Alberene Sinks of any dimensions to fill any desired spaces. mer sales volume. Remember. suton ic livertes 
Shipment will be made within one week from the receipt of order there is an Add-a-Shower for a 


and complete details as to sizes, openings, etc. 


every type of bathtub. 123, 
Write for special price on the Alberene 44” Laun- 
dry Tray, plain and in Duco colors. 


ALBERENE STONE CORP. OF VIRGINIA THE CHICAGO FAUCET CO. 


419 Fourth Avenue, New York, N. 2712 N. Crawford Ave., Chicago 


Quarries and Milleat Schuyler, Va. c + ' c AG Co 
LBERENE FAUCETS 


STONE sinks-TRAYS Sast ar long as the Bulding 
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To prevent 


or stop — 
pipe joint leaks 


in steam, water, 
gas or oil lines 








When leaks occur at screw-thread pipe joints, reas- 
sembly with Smooth-On No. 3 will assure a lasting 


seal even if the threads are worn or damaged. 


On gasketed and other pipe connections, too, Smooth- 
On makes and keeps the joints tight, because this soft 
metal filler retains its body, does not dry, shrink or 
blow out, is not affected by steam, water, oil or gas, 
and holds perfectly even at high pressure or wide 


temperature variations. 


By making up all new pipe joints with Smooth-On 
No. 3 and keeping a can handy for use on troublesome 
old pipe joints, you can be sure of perfect and perma- 


nent joint tightness. 


Buy Smooth-On in 1-lb., 5-lb. cans or 25-lb., 100-Lb. 
kegs from your supply house or if necessary, from 
us. For your protection, insist on Smooth-On—used 
by engineers since 1895, 


FREE 


The 40-page Smooth-On Handbook—full of valuable suggestions 
that will save you time, effort and money on equipment repairs, 
such as sealing cracks in boilers, heaters, tanks, etc., stopping 
leaks at seams and bolts, tightening loose 
fixtures and parts of apparatus, water- 
proofing walls, floors, ete. Send _ the 
coupon for your copy. 





SMOOTH-ON 
CEMENTS 


SMOOTH-ON MFG. CO., Dept. 12 
570 Communipaw Ave., Jersey City, N. J. 


Please send SMOOTH-ON HANDBOOK. 








fer the 
Motor Car snd Boat, | 
Home. Plant | 
Power Plant UR es ais aia es, cat iticsssacn’ 


Doi wilh SMOOTH-ON 
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fashion, and carries a number of interesting illustrations. 
It points out that air conditioning must be a year-round 
function. Only the last few pages of the booklet are 
devoted to the presentation in pictures and explanatory 
matter of what Fitzgibbons feels to be the ideal units to 
fulfill the conditions laid down generally in the foregoing 
pages. 


Drainage Fittings 

Recently released by The Central Foundry Co., New 
York City, is a 157-page booklet presenting its line 
of revent and drainage fittings. Among the items covered 
in this catalog are sanitary crosses of all types, ells, 
sweep crosses, tees, combination crosses and vents, vents 
of all kinds, wastes, etc. These are, for the most part, 
shown one type to a page with accompanying dimen- 
sions and prices given. 


Check and Foot Valves 

The White Machine Works, Fort Wayne, Ind., 1s 
offering a three fold perforated leaflet on check and foot 
valves for water, gas, oil or air. This leaflet stresses 
the importance of these valves for injector type pumps, 
and points out that among the advantages offered by the 
valves are less friction, straight flow, self-cleaning action, 
and their particular adaptability to long lifts. 


Water Softeners 

A new envelope insert is being offered by Maid-O'- 
Mist, Inc., Chicago, intended to be mailed out to pros- 
pective customers for the water softeners manufactured 
by this company. The leaflet ——— the point that 
























Arm-and-Hammer 


Look for the 


ARMST 


Ream every pipe end! 


If you are to do high grade, 
full capacity trouble-free 
pipe work with every pipe 
end reamed, you'll want an 
ARMSTRONG BROS. 
Ratchet Pipe Reamer. Its 
spiral fluted reamer makes 
quick work of any inside 
burr for it is milled, ground 
and _ hardened, and its 
drop-forged reversible rat- 
chet that will operate with 
only a 12% degree handle 
swing, will stand up for a life- 
time of service. 


Another time and labor saving tool that 
“ pay for itself over and over is the 
RMSTRONG BROS. Pipe Vise 
Saddle It attaches instantly to any 
pillar or post and p a substantial 
base ay + hinged, oo 


vises, 
THE POINT OF WORK 
needless steps to truck 
or er bench. It has a built in 
pipe bender 










po for Catalog 
world’s most 


complele line of pipe 
tools. 


BROS. TOOL CO. 
323 a Penat F Ch + “ 8. A. 
me Came & 
Eastern Warehouse and’ 8a mee Feomee St. 
me 
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there are softeners in the line to fit the requirements of 
and that the 


every home, small or large, old or new, 


units are easy to install. 


Ejector Pumps 

A series of catalog sheets showing additional sizes in 
this company’s jet pump line have been issued by A. D. 
Cook, Lawrenceburg, Ind. New sizes are 4, 34 and 
1 hp., which now extends the line from 4% to 1 hp. 
inclusive. Catalog sheets are perforated for loose leaf 
use. Specifications and capacity ratings of the various 
pumps are also given in chart form. Dimension infor- 
mation is given in diagrammatic form. 


Plumbing and Heating 

Crane Co., Chicago, has a new multi-colored catalog 
on plumbing and heating for the modern home. Many 
of the 27 pages of this catalog are devoted to pictures 
of individual bathroom and kitchen fixtures and to fix- 
tures in groups as they would appear in the home. The 
pages given over to the heating units in the line show 
pictures of the outside of the boilers and cross section 
illustration of their functioning. 


Oil Burner 

A new catalog on oil burners has been issued by York 
Oil Burner Co., Inc., York, Pennsylvania. This folder 
contains cross section pictures of the horizontal rotary 
oil burner. The information given stresses the specially 
made shutter which acts in a two-fold manner to achieve 
maximum combustion efficiency. 











America’s 
LARGEST PIPE CLEANING TOOL MANUFACTURER 


Presents 


DROP HEAD SNAKES and SNAKE HOUSES 


‘‘A Stiff Snake that Stays Stiff” 

















DOWN the Waste, 
not UP the Stack. 


mm 


Write for new, helpful catalog, 
showing complete line of 
FLEXIBLE Plumber's tools .. . 


or ask your jobber. 


FLEXIBLE SEWER-ROD EQUIPMENT CO. 
Los Angeles - 9059 Venice Boulevard New York - 401 Broadway 
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THEIR PERFORMANCE MAKES 
FRIENDS FOR YOU 





Prescription for a good reputation: 
recommend equipment that will give 
your client lasting satisfaction. 

That’s the reason it’s important for you to recom- 
mend Gardner-Denver Centrifugal Pumps to your cus- 
tomers. Advanced engineering in Gardner- Denver 
Centrifugals puts a world of friendly performance into 
these pumps—performance that makes friends for you. 

They are ruggedly constructed for years of trouble- 
free service—built to assure minimum upkeep costs. 

Let us send you bulletins on the Gardner-Denver line 
of centrifugal pumps. There’s no obligation, of course. 
Write Gardner-Denver Company, Quincy, Illinois. 


—__ + 



















rmance that makes friends 


rfo 
Here’s the kind of pe 12c¢ per hour 


for you . __ Current Cost. . 


That's the record of a 
Gardner-Denver C _— 
Coupled Centriftuga 
which works for 4 large 
part of the year on an 
hour a day service. a 
capacity of this unit is 
gallons per minute - a 
total dynamic head of 235 
fr. No wonder this owner 


is satished. 

















1/30 
| Cost per Thousand Gallons Pumped . . - /3 
ea Thar'sthe report from one 
lype 

* owner on his 5 
Gardner-Denvef hort 
vontally split case centri 
ugal pump. The capacity 
is 700 G. p.M. at a tota 
dynamic he ad of 200 feet. 


This pumpis Diesel driven 
costs only 12c an ow 
to operate. Power savings 


over 10 yearsare estimated 
at $20,214.39. These 
Lind of performance t 

wins friends for you. 
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CONNERSVILLE 
Offers a COMPLETE LINE of 
AUTOMATIC WATER SYSTEMS 


For both deep and shallow wells, capacities 
up to 2700 G.P.H. The RIGHT outfit for 
every job... gives you 
easier selling, more sales 
and profits. 


R-C AUTO-JET 


(Centrifugal Type) 


NEW 
Deep Well 
Unit 


Only one moving 
part, and that above 
the ground. No 
belts, plungers or 
gears. Easy to in- 
stall, either over 
well or offset. 












“eee, — —— Model R-C05-12 


Ask your jobber or write us for catalog and prices. 





ROOTS-CONMERSVILLE BLOWER CORP. 


INDIANA 


CONNERSVILLE 


Pump Builders for over Fifty Years 














COURTEOUS SERVICE 
GENUINE HOSPITALITY 


cna SURROUNDINGS 
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| DAYTON | 
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¥ You'll appreciate the comfort and 


Internationally famous for its excellent 
food . Popular Crystal Bar. 


ie 


HOTELS ee as 


% ONE OF THE ALBERT PICK 






superior facilities et Dayton's leading ie 
hotel - the smart and colorful Miami, WITH ea f: 
first choice of experienced travelers. BATH oe 
Specious, tastefully furnished rooms. 2 
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(Continued from Page 43) 


It takes the guess work out of plumbing. 

The Seckingers contend that more money is lost by 
slip-shod estimating and the careless delivery of mate- 
rials to the job than in almost any other way. When 


they start work on a building, they not only know what 
they are going to need, but when it will be delivered. 


The system has enabled the firm to set up some remark- 
able construction records. 

And those records are valuable. Many an architect 
in the South, knowing the records, will accept a_ bid 
from Seckinger Sons that may be from 10 to 20 per cent 
higher than that of competitors. 

Service counts for more than price. The firm does 
not worry about cut-price competition. “‘Sometimes,”’ 
“Jimmy” Seckinger, in charge of sales for the com- 
pany, “we do suffer a loss, but it is due to unforeseen 
circumstances seldom through a mistake in cost 
estimating and never because we tried to meet cut-price 
competition. Our method is to make a bid that is con- 
sistent with good materials, careful! workmanship and 
If we get the contract on 

well, we 
letting that 


says 


supervision, and a fair profit. 
this basis, well and good. If 
will be content to wait for another job, 
competitor do it for cost or at a loss.” 
This, of course, takes selling ability. To handle large 
jobs on a quality basis, the plumbing firm must do busi- 
ness to a large extent with architects. And, to do busi- 


we lose it 











MADE FOR LONG RUGGED SERVICE 





Boiler Tube Cleaners, Flue Brushes, Wire 
Heater Brushes, Handy Cleaner Brushes, Fire 
Brooms, Track Brooms. 

Tempered Steel 


The Worcester line is complete. 
Catalog gladly sent upon request. 


WORCESTER BRUSH and SCRAPER CO. 
10 AUSTIN STREET :: WORCESTER, MASS. 
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ness with architects, practically all of whom are college 
trained and high-class specialists in their particular fieid, 
calls for something more than “ham-and-eggs” sales- 
manship. 

Though the two youthful Seckingers have college edu- 
cations, the firm holds that a college education is worth- 
less unless it is supplemented by thorough training in the 
plumbing business. 

ixplains “Jimmy” Seckinger: 
both started from the ground up. And when I say 
the ground [ mean it; digging ditches in which to lay 
pipe. Itvery supervisor we have learned in the same 
way. Dad took as many pains with them as he did with 
us. Many of them have been with us fifteen years or 
longer. Asa result, my brother and I and every super- 
visor on the job can, personally, do anything that we 
ask any workman on the job to do. 

‘It’s all right to have a ‘selling personality’; to be able 
to meet the architect and engineer and big building 
owner on their own grounds. But the successful sales- 
man must have something more ...a thorough knowl- 
edge of the business. He must speak with authority. 
And that authority can from first hand 
knowledge.” 

The Seckinger Sons Company does not confine itself 
to larger jobs by any means, although it has handled 
some of the largest ones in the South and is at present 
completing the plumbing and heating installation for the 
huge new State Hospital for the Insane at Milledgeville, 
Ga. Many small heating and plumbing installations, 
costing from $250 to $500, are made by the firm each 
year, and often these are financed by the Seckinger Sons 
Company directly, with the owners paying as little as 
$15 or $20 per month. _ 

Here, too, the primary rules hold good. 
does not want an installation unless the buyer 
oughly sold on the idea that the Seckinger Sons Com- 
pany is prepared to give the most value for the money 


“My brother and | 


only Come 


The company 
is thor- 


paid. 

Have the three rules worked’ They have. Not only 
did the Seckingers come through the late depression in 
better shape than most of their competitors, but seldom 
in their 35 years in business have they failed to be busy 
on several jobs at a time usually on several large 


ones. 


Jaxas ... 


(Continued from Page 39) 


The complete text of Resolution No. 3 follows: 

‘“‘Whereas, there is a definite need to bring about a 
better understanding of the accomplishments, objectives, 
and services of the plumbing and heating industry, both 
among members actually in our industry and those who 
constitute the general public; and 

“Whereas, the keynote of activities within our indus- 
try is that of cooperation among all branches and ind1- 
viduals to the end that greater service may be rendered 
the public through corresponding progress on the part 
of our industry as a whole; and 

‘Whereas, it is the consensus of opinion that one such 
period, preferably in the spring, should be set aside for 
the promotion of plumbing while a similar period, prefer- 
ably in the fall, should be set aside for heating ; and 
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MERCOID 


OFFERS A DEFINITE 
SOLUTION TO THE 


STOKER 
CONTROL 
PROBLEM 


There has been need for a 
thoroughly reliable and effi- 
cient control to properly 
maintain the stoker fire dur- 
ing the periods that the 
thermostat does not call for 
THV Stok-A-Timer is fully 
ments. 

Reports from the field where Stok-A- 
in service are mounting up to be an 
approvals. 

Reasons for this satisfaction are based on its simple 
but unique principle of construction and operation. 

It is actuated by means of a heat motor that has only 
one rotating member turning at the rate of one revolu- 
tion per hour. Compare this with the synchronous 
motor types which turn at speeds up to 3,600 R.P.M. 
—No contacts are used in the electrical circuit operat- 
ing the heat motor.—The incorporated transformer- 
relay is equipped with a Mercoid dust and dirt-proof 
switch.—Provisions for setting timing adjustments 
are simple and easy to make. 
Try out this control. Write for 
THE MERCOID CORPORATION ¢ 4225 Belmont Ave. « Chicago, Ili. 





Mercoid 


Type 
require- 


heat. The 
meeting these 
Timers are now 
avalanche of 


further information. 
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FREDERICK IRON & STEHMG’E 
Anthracite and Bituminous BOs 
Eighth & East Sts., Frederick, Md. 
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“QUALITY 


A full size float of superior 
quality for dependable service 
over a long period 


“RESULT 


A demand beyond that of other 
floats for the purpose, with 
consequent profitable sales op- 
portunities for its dealers 


Order Be gs 
AYLING & REICHERT 


WO. 
ERIE ST 
OHIO 


304/ WN 
TOLEDO 


F LOATS 


LIMINATE the 











annoying 

noises, leaks and whistles 
which result from an inferior, 
faulty ball cock and win a 
lasting and profitable friend- 
—-. You can do it best with 
SHERWOOD Ball Cocks. 
They're QUIET. See your 
wholesaler. 


“p SHERWOOD BRASS WORKS 
4p a ($301 EAST JEFFERSON AVE. DETROIT 


Rip, ORip, 
orniP! 




















EXPRESSING 
PHILADELPHIA 







in its finest, most hospitable mood 


To be at the Bellevue is to appre- 
ciate and enjoy Philadelphia. It is 
where everything important hap- 
pens. All the luxuries of modern 


comfort—at reasonable rates. 


{ir-CConditioned Restaurants 


BELLEVUE 





CLAUDE H. BENNETT, General Manager 
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‘Whereas, these special weeks or periods would fur- 
nish an ideal opportunity for our industry to reappraise 
its traditions, functions, background and current poli- 
cies and to extend to the public the benefits it offers in 
the way of comfort, convenience, beauty, sanitation, and 
safety : 

‘“‘Now, therefore, be it resolved, that we, the Associa- 
ted Master Plumbers of Texas, in convention assembled, 
hereby go on record as favoring the establishment of an 
annual National Plumbing Week and a National Heat- 
ing Week in which all branches and individuals in our 
industry shall participate ; and 

“Be it further resolved, that this resolution be pre- 
sented with strong recommendations that it be acted 
favorably upon at the 1940 Convention of the National 
Assn. of Master Plumbers to be held in Cincinnati, 
Ohio.” 


Conn. P.E& H. Week ... 


(Continued from Page 40) 

A typical news story in the Norwalk Hour predicted 
a great increase in home building for this year. 

A second article stated: “Local plumbing and heating 
contractors will be especially glad to explain the serv- 
ices of their industry during Plumbing and Heating 
Week.” The story suggested that any plumbing and 
heating contractor would be glad to offer expert sugges- 
tions on the layout for a new planned kitchen or the 
best arrangement for a remodeled or extra bathroom. It 
emphasized the protection offered the public by the con- 
tractor’s expert installation. 

Other long news articles appeared in both the Hour 
and the South Norwalk Sentinel. All of them offered 
constructive advice to the home owner which could not 
help being of benefit to the local plumbing and heating 
industry. 

In addition to newspaper advertising and publicity, a 
large banner featuring the lettering, “Plumbing and 
Heating Week,” was strung across the main street. 


SuestiondA ... 


(Continued from Page 55) 
floor; the lineal feet of pipe from the tank to the fourth 
floor fixtures is about 107 ft. and adding 50 per cent 


WA 


for fittings gives a trifle over 150 ft. elr. At % Ib. 








THE TRAPS THAT SET THEIR OWN STANDARDS 






































® The product of long ex- 
perience, Marsh Radiator 
Traps have that sensitive, 
precise 
operation 





that assures efficient heat- 
ing. The Marsh line is 
complete. It includes dia- 
phragm and bellows type 
radiator traps. float and 
thermostatic traps 
and inverted bucket 
traps for a wide 
range of services 
and pressures. Ask 
for latest bulletins. 


JAS. P. MARSH CORPORATION 


2051 Southport Ave., Chicago 
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per 100 ft. of elr. the drop from the tank to the fourth 
floor fixtures would be about 34 Ib., and, as they have 
a normal gravity head of 9 ft. or 3.8 Ib., this would re- 
duce the operating head to about 3 lb. It would be 
impossible to increase this head to more than 3.8 Ib. 
even if a pipe could be found with no friction at all so 
a 50 per cent drop will be assumed as the basis for the 
piping as far as the fourth floor. 

With 158 gpm. in the riser and horizontal line from 
the tank, this gives a 5 in. pipe which is exactly the 
same size as arrived at by our reader. The branch to 
the fourth floor fixtures carrying 29 gpm. on the same 
drop would be 2% in. whereas our reader only allows 
1% in. which we think is inadequate and would reduce 
the pressure on the fourth floor to less than 3 Ib. 

For the third floor a 1 Ib. drop will be assumed in 
the riser per 100 ft. elr and in the runout; the distance 
from the water line of the tank to the third floor fixtures 
vertically is 19 ft. or equal to 8.1 Ib. The lineal feet 
from the fourth floor tee to the third floor fixtures is 37 
ft. Adding 50 per cent for fitting makes this 45 ft. elr. 
The drop as far as the fourth floor tee is about 5¢ Ib. 
and 45 ft. additional elr. run at 1 Ib. per 100 ft. is about 
4 lb. additional; total drop to third floor fixtures then 
will be 

¥g Ib. plus % Ib. or 1% Ib. 
leaving 

8.1 Ib. — 1% Ib. or 7 Ib. (practically ) 
The size of pipe for the riser with a probable maximum 
of 142 g.p.m. then will be 31% in. with 1 Ib. per 100 ft. 
elr. drop, and for the runout with 60 g.p.m. probably 
maximum flow, and at the same rate of drop, 2% in. 


" 1t takes a TEMPERATURE RELIEF VALVE | 
To Keep TEMPERATURE UNDER CONTROL 
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. 25 
RELIEF VALVE 








XCESSIVE temperature creates an ex- 
plosion hazard against which a pressure 
relief valve cannot -provide protection! 
That's why a temperature reliei valve is 
so essential to the safe control of tem- 

erature! The use of the CADWELL No. 
5 on range boilers and storage tanks is a 
most dependable safeguard. It offers the 
many safety advantages that only a self- 
closing oo operated relief valve 
can provide. e highly sensitive ther- 
mostatic element, to which change of 
temperature is conveyed through an ex- Order the CADWELL No. 25 
tension tube, and one valve seat governed from your wholesaler 
entirely by internal pressure, assure posi- 

tive action when relief is needed. 
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onLy MIAMI CABINETS sive you 


ALL THESE IMPORTANT FEATURES 


|. Rigid one-piece body of heavy 


Armco Steel — specially pre- 
pared for the finest finish . 
2. Sanitary — no open seams to 


start rust or collect dust 


3. Noiseless Doors — heavy brass 
and chromium, _no-tarnish 
hinges 

4. Scientifically designed lights 
with adjustable non-glare 


shades 

5. "A" Quality Mirrors [in ac- 
cordance with government 
specifications }—electrolytically 
copper backed 











6. Brilliant chrome mirror frames: 
effective lighting; master 
craftsmanship in every detail 

7. “Crystal Snow" the finish that 
will not retain a stain 





For only a few dollars more than the cost of a cheap 
cabinet, the average bathroom can be equipped with 
a Miami Cabinet that matches the beauty and luxury 
of any bathroom equipment, however Deluxe. 


Write Dept. DE for complete details and catalog. 


ue MIAMI CABINET owision 


THE PHILIP CAREY COMPANY « MIDDLETOWN, OHIO 
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PUMPS FOR EVERY 
PURSE AND PURPOSE 








@ Shallow well pumps from 150 GPH te 1500 GPH 
@ Deep well pumps up te 2,000 GPH 
@ Automatic Electric cellar -drainers 
@ Paul Water Softeners 








For over 32 years ‘Paul’ water systems 
have ranked with the leaders for de- 
pendability and performance. Write at 


once for the full profit story of this Wd a 
{ 





famous line. 


FORT WAYNE ENGINEERING & MFG. co. 


DEPT. 200 - - - - - « « FORT WAYNE, INDIANA 











BEAT THE HEAT 


And make friends 


2 ; “ — Je The easy way... 





ROOM COOLERS 
Built in three sizes to cool space 
from 1,500 to 2,000 eu. ft. 


List prices range from $45 to $60. 
Adequate trade discounts. 


Exclusive territory for distributors. 


Manufactured hy 


STAR RADIATOR CO. 


920 $0. ALAMEDA e LOS ANGELES 
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“WARNOCK- 
Triple Wear Wrenches 


The Warnock wrench is easy to adjust. The strap is arranged in such a 
way that it can be drawn absolutely tight in one movement. Notice, 
too, that this strap is triple folded at the point of greatest strain. 


For chrome, brass and nickel plated pipe 


WARNOCK MFG. CO., Worcester, Mass. 
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Here our reader quotes 4 in. and 3 in. respectively 
which would reduce the drop slightly but not much. 

For the second floor a drop of 20 Ib. per 100 ft. has 
been used and with 122 gpm. in the riser the size shows 
to be 2 in. while the runout with 108 gpm. on the same 
basis shows 2 in. pipe against our readers 2% and 
2 in. respectively. For the first floor it is possible to use 
the 30 Ib. per 100 ft. elr. as the drop, giving 1% in. 
pipe for both the riser and the runout checking with 
our reader exactly. 


20,000,000 Uisitorns ... 


(Continued from Page 35) 

guests of the fair. All transportation, maintenance and 
other expenses of the visiting families will be paid. Dur- 
ing its stay each family is expected to lead its normal life 
and no restrictions or obligations are placed upon them. 

The typical American families are chosen by means of 
contests sponsored by the leading newspapers in all ot 
the country’s principal trading areas, with nearly all 
states being represented. As an example of the effect 


of the fair’s arrangement in bringing together at one 
time two families from widely distant places, the first 


two families to occupy the homes, during the first week 
of the fair, were chosen respectively from Seattle, Wash., 
and Miami, Fla.; the week from Texas and 
Maine. The others will be representatives of correspond- 
ingly distant localities. 

The effects of this real-life housing demonstration, 
throughout the 1940 World’s Fair in New York, are 
sure to fulfill the ideals and expectations according to 
Harvey D. Gibson, chairman of the fair’s board of direc- 
tors. Out of their own experiences, families who have 
“lived at the fair” will bring to every section of the coun- 
try good news of the opportunities which exist through- 
out America for the enjoyment of attractive, well-built 
modern homes at modest cost. 


Follow Through .. . 


(Continued from Page 3S) 

“IT never let a heating prospect get stale. When | 
hear of a possible installation I contact the owner of the 
house immediately and try to close the job before my 
competitors have had a chance to figure on it. 

“T find women are much harder to sell and take more 
time than do men. The average man is always more or 


second 








Kupferle products have a nation wide reputation for high quality. The Kupferle 
sales policy is . . . to sell only through regular wholesale channels. The result for 
the dealer making the installation is ... a sale of satisfaction made at a profit. 
WALL HYDRANTS. . YARD HYDRANTS... STREET WASHERS 
FIRE HYDRANTS 
SPECIFICATION DRAINS . . PLUMBING SPECIALTIES 


Send for Specification Sheets 
JOHN C. KUPFERLE FOUNDRY CO. 





ST. LOUIS 
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jess in a hurry and will trade much quicker. Women 
usually have to consult quite a few different people 
before they can make up their minds what to do. Take 
a man, you can sell him a heating system by showing 
him the plans and assuring him you will give him a good 
job. For the women, I carry several different pamphlets 
to look over. These show radiators, boilers, pipes, 
stokers, etc. 

“My first experience in selling heating in the south 
was much like that of the Englishman who tried to sell 
silk hats to the Africans. He was out of luck. He 
didn't have a newspaper to put his products before the 
public.” 


e * 
Utbration .. . 
(Continued from Page 45) 

Fig. 7 shows a compressor base mounted on hard felt 
insulation blocks. (Weight of entire unit on this instal- 
lation is approximately 1,500 Ib.) 

The lower blocks as shown in the sketch are 34 in. 
thick by 8 in. square. Upper blocks are the same size 


except % in. thickness with a triangular cut-out so as 
to give a snug fit around each of the four legs. Both 


pieces of felt at each leg were clamped securely to the 
concrete floor with expansion bolts, metal strips and 
wood blocks, as shown. The purpose of the cut-out in 
the upper felt blocks was to retard any creeping which 
nught occur from the vibration of the compressor. The 
correct quality of felt used allowed a certain degree of 
movement and a_ satisfactory job of isolation was 
obtained by this method of mounting. 


MACHINE ISOLATION 


The following material on machine isolation by Dr. 
Paul Ik. Sabine of The Riverbank Laboratories, Geneva, 
Hlinois, has considerable bearing on the subject. 

Machine vibrations result from unbalance in rotating 
parts, periodic accelerations due to reciprocating move- 
ments, impacts occurring in the operation of the ma- 
chine, or in the case of electric motors and generators, 
from periodic forces produced by current alternations 
or variations. If the machine is rigidly mounted on the 
building structure, these vibrations are transmitted 
directly to it, and may be conducted by structural mem- 
bers to distant parts of the building. 

The underlying idea of a non-rigid mounting is to 
allow a certain degree of movement of the machine on 
its mounting, thus reducing the vibrational energy trans- 
mitted to the supporting structure. The machine so 


]°* Choice 
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With those plumbers who consider 
their customers’ interests first, last 
and always. DANDY Tank Balls 
are the top choicel These 
plumbers ENOW that 
DANDY’S .. . resist alkali 
. . « Cannot swell... and 
always form a perfect seat on 
all types of valves! They 
KNOW. too, that DANDY’S are 


Start today - give YOUR 
customers TOP performance 

. with DANDY Tank Balls. 
Order from your wholesaler. 


Lavelle Rubber. (Co. 

















TOP PERFORMANCE!: 


always FACTORY FRESH! 





424 WN. WOOD STREET, CHICAGO, ILLINOIS 
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-EBCO DISHWAS 





HING SINK 


Ends 


PROFIT-CUTTING 
Extra quality and greater 
ronvenience sells the 
CO Sink It has so 
ictive - ind 
exclusive—features that 
m 
price is secondary. That's 
why Dealers find that 
they ion't have to 
. ‘hl, 


her margin 
they handle the 


oe , . »% ‘ 
ae: ine nvenient 


‘ation of fixtures eliminates 

n installation! Level rim 

ny top. Available in various 
write ft idy lO! full de 
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Nhe NaMOnaily iaverise 
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sink that America is 


: eon ony 
The EBCO MFG. CO. cotmaus*cuis 











AT LEFT: The 
Kainer Circulator. 
AT RIGHT: The well 
known Kainer Gov- 
ernor. Model B-32. 












These major units 
work coordinately and 
are fully described in special bulletin form. Have 
you your copy? 
WRITE FOR BULLETIN NO, 66 TODAY! 
Sold thru wholesalers—See your nearest 


KAINER & CO., 761 LEXINGTON ST., CHICAGO 





e A STERLING 
THERMOTROL 


on EVERY Radiator in your Heat- 
ing Systems may save your cus- 
tomers from 18% to 30% in Fuel 
Costs next Year! That has been 
PROVEN in Hundreds of big 
buildings 
all over the 
country. 








‘STERLING THERMOTROLS... 


provide steady. uniform tempera- 
ermo ro tures in EVERY Room. Use on 
> two-pipe Steam, Vapor and Vac- 


vum, one and two-pipe Hot Water 
(Individual Radiator Controls) Systems. 


STERLING ENGINEERING CO., 3/38-F N. Holton St., Milwaukee, Wis. 


USE THIS 











SHORT CUT 








ON LEAD WORK! 
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SAYS 


Always ahead of the field 
—this time with a 
NEW ELECTRIC 
SEWER CLEANER 
Get the FREE descriptive folder 
THE OSTER MFG. CO. 


2045 East 6lst St. 
CLEVELAND, OHIO 


NE 





















HOT fire under a dry boiler 

is bad business for you and 
your customer. It pays to eliminate 
the low water hazard with 


MCDONNELL 


Boiler Feeders and 
Low Water Cut-offs 


Ask for sales and installation data 
covering types and sizes for boil- 
ers of any make—any size-——any 
type of firing—any pressure up to 
150 Ibs. 






“DOING ONE 


THING WELL” 


BRANFORD 





OIL BURNERS 


A complete line of highest quality. 
made for more than average service 
with practical features exclusive to the 
Branford only. Write for franchise in- 
formation. 


MALLEABLE IRON 
FITTINGS CO. 


DEPT. 40 


Branford, Conn. 
Backed by 76 Years of Fair Dealin g 


A GREAT, FRIENDLY HOTEL 


fronts the waters of Lake Mich- 
igan, on beautiful Michigan 
Boulevard. It is ideally acces- 
sible to Chicago's business dis- 
trict; and to that profusion of 
wonders—industrial, cultural, edu- 
cational, and entertainment—for 









which Chicago is justly famous. 
Service is planned with care and 
discrimination. 


Ste 


JOSEPH P. BINNS 
General Manager 


yet $ HOTEL 


CHICAGO 
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mounted becomes a vibrating system, and as such it will 
have its own natural frequency or frequencies of vibra- 
tion, just as does a weight supported on a spiral spring. 
This natural frequency will depend primarily on two 
things (a) the stiffness of the resilient pad and (b) the 
weight which it carries. The stiffer, i.e., the more force 
required to compress the pad, the higher will be the 
natural frequency. The greater the weight which it car- 
ries, the lower the natural frequency. 

Now the vibrational force transmitted by the mount- 
ing to the supporting structure will be decreased over 
what it would be without a resilient mounting—only 
provided the natural frequency of the resilient mounting 
and its load is less than 0.7 times the frequency of the 
impressed vibration. If the stiffness and loading are 
such that the natural frequency is greater than this the 
mounting will be worse than useless. It will do two 
things—it will increase the amplitude of vibration of 
the machine on its mounting, and will also increase the 
fraction of this vibration transmitted to the building. 


HP.EAL 


(Continued from Page 49) 

infiltrated steadily and irresistibly into ever nook and 
cranny of our daily life. But no matter how common- 
place air conditioning becomes, research for new and 
better methods will always be one of our industry’s 
major activities. The pressure of competition, the in- 
genuity of air conditioning engineers, and the inquisitive- 
ness of an army of research workers will keep the air 
conditioning industry alive and progressive. ’ 

Mr. McNevin succeeds Wm. J]. Olvany, New York 
City, as president of the national association. Arthur F. 
Nass, Pittsburgh, was chosen vice president, and S. Aus- 
tin Pope, Chicago, was reelected treasurer. 


Stony of the Bath .. . 


(Continued from Page 36) 
of the 90-day water heater sales campaign of the local 
plumbing industry. The campaign opened on March 15 
with a gigantic rally attended by 2,500 persons (DoMEs- 
TIC ENGINEERING, April). Previous spring campaigns 
of this type, with all branches of the Cincinnati plumbing 
industry cooperating toward the goal, have greatly in- 
creased the sale of water heaters in the area. The manu- 














Here’s a Sherman 





for 
DOUBLE SHOWER FACTORIES 
: HOMES 
That You Can Retail SUMMER 
As Low as $#pGaiy coves 
This well made Double Shower Fixture GROUNDS 


sells in greater volume and returns more (Valve only. arith 
profit than any other fixture we know of! rass ETC. 
it's low in price, yet gives the best Shower ead.) 

of service. Made in a variety of models. 
Complete shower with galvanized goose- 
neck and soap dish retails at $4.80. 
ORDER NOW from your jobber, and 
get ready for warm weather demands. 


H. B. SHERMAN MFG. CO. 
Battle Creek, Michigan 
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facturers and distributors organization was formed in 


1936. Last year a total of 3,226 heaters were sold, an 
increase of 26.1 per cent over the preceding year. 

The organization has used means additional to the 
radio program to make the public intensively water 
heater conscious during the three-months period. Regu- 
lar advertising is being carried in the local newspapers. 
One hundred thousand full-page broadcasts have been 
distributed. The Cincinnati Assn. of Master Plumbers 
has cooperated with beneficial results, and a plan for 
journeyman leads is proving profitable. 

The radio series (part of the popular “Dawn Patrol” 
program) began with an interview in which R. B. 
Keiser, president of the Cincinnati Water Heater Manu- 
facturers and Distributors Organization, and R. |. Paul- 
sen, secretary. The final program will also be an inter- 
view. 

Kach broadcast presents human-interest historical in- 
formation on bathing taken from the Domestic ENGI- 
NEERING booklet, “The Story of the Bath.” After this, a 
transition to the present-day is made, and listeners are 
told how easy it is for them to have an abundant supply 
of hot water at all times. 

While the programs are sponsored jointly by a local 
hank offering a modernization loan plan and the manu- 
facturers and distributors organization, each broadcast 
urges the public to call or see a master plumber. Typical 
closing punch-lines of this type are: “It is easy for you 
to purchase an A.G.A. approved water heater through 
your master plumber. ” “See your licensed master 


plumber. . .” “Your licensed master plumber will be 
glad to inform you. “Consult your master 
plumber. . .” 


Following are excerpts from several of the broadcasts, 
excerpts taken from “The Story of the Bath” 

“Get in the habit of taking an early morning. bath. 
It drives away the grouches and that blue feeling, and 
it makes the world look rosier, and you yourself will 
radiate health and happiness. 

“When Egyptian civilization was at its height, we are 
told they were frequent bathers. When Greece's culture 
was world-wide, her bathing was the glory of the Greeks. 
When Rome was mistress of the world, the Roman baths 
were the meeting places of its citizens. 

“Contrast this with the Russia of today, are 
told that millions of people get only three baths in their 
whole lives—one after they are born, one. before they get 
married, and one after they die. . .” 


where we 








TROUBLE 
SHOOTER 


for Traps 











Whenever trap troubles come 
up, make quickest, simplest 
repairs with the arnes & 
Jones Cage Unit. It’s a com- 
plete thermostatic operating 
unit in one piece. Locked in 
permanent adjustment at the 
factory. Sizes for practically 
every make of thermostatic 
trap. 





Write today for bulletin 


BARNES & JONES, 
4096 BROOKSIDE AVENUE 


INCORPORATED 
JAMAICA PLAIN, MASS. 
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The Blue Flame 
You Can Control 


Double saving results from C & L flame-control 
Fire Pots. After rapid melting at full heat, 
flame can be reduced to minimum temperature. 
Result: Saves fuel! Saves metal loss from dross 
through overheating! 

Coiltro!l Fire Pot 44A, 
flame-control device. 

By attaching inexpensive COILTROL Conversion 
Unit to C & L Fire Pots Nos. 22A, 12A, and 
24A, flame can also be controlled same as in 
No. 44A. 


CLAYTON & LAMBERT 
MFG. CO., Detroit, Mich. 


shown here, has built-in 








This Is the Float 


that is really selling. It’s the 
strongest on the market, be- 
cause of the patented seam 
and spud construction. Get 
in on the profits. Write for 


THE REICHERT FLOAT 
&@ MFG. CO. 
2238 soa Ave., Toledo, O. 


TS RE 














DO THE JOB UP RIGHT: .. USE 



































REGULATORS 


Certified by A. G. 
tory. Write for Catalog and Prices 
on Barber Conversion Burners, 
pliance Burners, and Kegulators. 


THE BARBER GAS BURNER CO. 


CLEVELAND. .... 
nn 





HINDLEY’S 


PLUMBERS’ SPECIALTIES 


Don't trust to luck in assembling 
your plumbing jobs . with 
HINDLEY'S Plumbers’ Specialties, 


you can be SURE you're doing the 

job up RIGHT! 

These better-quality specialties can 

= br tapagagg upon in every emer- 
. . and there's a specialty 

that’ : SUITED for every emergency. 


Nah| 
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— Keep up your reputation for de- 
a pendable work . » order a com- 
—3 lete supply of DEPENDABLE 
= HINDLEY Specialties from your 









| jobber today. 


HINDLEY MFG. CO.— 


VALLEY FALLS, RHODE ISLAND 



























Gas Pressure 


for Reliability! 


A. Testing Labora- 


Ap- 


3702-4 Superior Avenue 
OHIO 


Sizes 4” 
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7 Belleview Biltmore 


A. S. KIRKEBY, Managing Director 
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‘Are you one of the parade today that has that health- 
ful energetic feeling, or are you among the grouches tag- 
ging along? A bath a day chases the grouches away. 

“Suppose a woman a hundred years old today, could 
touch fingertips with a woman who lived a hundred years 
ago, and she in turn with one a hundred years before, 
and so on down the line of time to the start of civiliza- 
tion. There would be 60 little old women standing in 
line. Of these 60, only the first three in line ever heard 
of or used soap, and only the first one would know the 
convenience of the modern bathroom. . .” 


“We are told the Greeks were the first to use bath- 
tubs, or you might stretch your imagination and call 
them bathtubs. They were nothing more nor less than 
oversized punch bowls which rested on pedestals and 
stood three feet high. The bather stood on a stone slab, 
dipped water from the bowl, and poured it over his body. 
The Greeks regarded warm water as weakening, or ef- 
feminate, as you might say. But they took their baths 
coed...” 

“Speaking of drawing water, some 3,400 years ago, 
while taking her daily bath in the River Nile, a daughter 
of the Pharaoh found a baby floating in a basket. She 
named the baby Moses, a word in Hebrew meaning to 
draw out, because she had drawn him out of the water. 
Moses grew up to be the world’s first great teacher and 
among the many things he taught were hygiene and 
sanitation. Ile knew that to keep clean is to prevent dis- 
ease, and to prevent disease is to build a strong race of 
people. . .”’ 












Con eins To AU St. Souk 


At the Coronado you are in the very center of 
things . . . business and social activities, shops, 
theatres, transportation ... yet you are midst 
quiet and refined surroundings. 












AIR-CONDITIONED BEDROOMS AND DINING ROOMS >: 


+RATES FROM $2.504 
EXCELLENT a FACILITIES 


CORONADO HOTEL 


PRESTON -J* BRADSHAW « MANAGING DIRECTOR 
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Meet The Men In The Industry 
at the 


HOTEL KENMORE IN BOSTON 
COMMONWEALTH AVE. AT KENMORE SQUARE 


® Headquarters for the Plumbing, Heating 
and Air Conditioning Industry 

® Rates from $3.50 

@ All Rooms With Tub and Shower 

® Air Conditioned Dining Rooms 

® Cozy Lounge Bar 

® Ample Parking Space 

L. E. WITNEY, MANAGING DIRECTOR 
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SITUATIONS OPEN 





SALESMAN TO SELL COMPLETE 
line of plumbers high-grade brass 
goods, fittings, specialties and copper 
tubing direct to plumbing contractor. 
SHERIDAN BRASS COMPANY, 2530 
Detroit Avenue, Cleveland, Ohio. 


SALESMEN WANTED: OWN YOUR 


own business. Contact Business, Pro- 
fessional Men. Part or full time. Re- 
peat sales. Protected territory. Karn 


ten dollars daily. DITTMAN, Box 403-B, 
Youngstown, Ohio. 





SITUATIONS WANTED 





SALESMAN WELL ACQUAINTED 
with all angles of plumbing and 
heating business. Desires position with 
manufacturer. Address Key 133-D, “D0- 
MESTIC ENGINEE RING,” 1900 Prairie 
Avenue, Chicago Illinois. 
ENTERP RISING, STEADY MAN WITH 
ability and wide experience in the in- 
dustry seeking connection with active 
jobber which offers permanence and 
moderately high earnings. Middle West 
preferred. Address Key 134-D, “DO- 
MESTIC ENGINEE RING, * 1900 Prairie 
Avenue, Chicago, Illinois. 


REPRESENTATIVES WANTED 








REPRESENTATIVES WANTED — NA- 

tionally known plumbing specialty, 
excellent repeater. Terrftories still 
open for jobbers; salesmen calling on 
the trade. Address Key 131-D, “DO- 
MESTIC ENGINEERING,” 1900 Prairie 
Avenue, Chicago, Illinois. 





Sales Representatives Wanted 
Sales representatives handling kindred lines— 
to promote and sell nationally known and rec- 
ognized brass plumbing fixture line to whole- 
sale trade—for Iowa, Nebraska, Kansas, Okla- 
homa and Western Missouri. Also Georgia 
and Alabama. Must be established and have 
wholesaler, architect and plumber connections. 


Compensation on commission basis. State 
qualifications and give complete information 
regarding lines now handled. Address Key 


128-D, “DOMESTIC ENGINEERING,” 1900 
Prairie Avenue, Chicago, Illinois. 


MANUFACTURERS’ AGENTS — JOB- 

bers—Dealers—A money maker for 
all on the new approved line of KOIL- 
LES AUTOMATIC GAS STORAGE 
WATER HEATERS. Write at once— 
no obligation. KOIL-LES HEATER 
CO., Geneva, Ilinols. 


FANS, BLOWERS, HUMIDIFI- 

ERS. Consolidation of sales activi- 
ties makes several good territories 
available for manufacturer's represen- 
tatives. VIKING AIR CONDITIONING 
CORP., 9500 Richmond Ave. Ss. E. 
Cleveland, Ohio. 


ATTIC 





LINES WANTED 





MANUFACTURER’S REPRESENTA- 

tive with over 20 years’ selling ex- 
perience in Philadelphia and vicinity to 
plumbing and heating trade and to job- 


bers, desires additional lines. Address 
Key 132-D, “DOMESTIC E NGINE > R- 
ING,” 1900 Prairie Avenue (hicag 


[llinois. 


GRADUATE, FORMER 

executive; 20 years of sales and pro- 
motion experience, heating plumbing 
trade, covering Washington, Baltimore 
(headquarters and warehouse space), 
Philadelphia, Trenton, desires addi- 
tional lines. Representation or excl 
sale. Address Key 130-D, “DOMESTIC 
ENGINEERING,” 1900 Prairie Avenue, 
Chicago, Illinois. 


Lines Wanted 
Michigan and Toledo, Ohio, covered by well 
established company acting as manufacturer’s 
representatives increasing personnel and want 
lines to sell to jobbers of plumbing materials 
or production or maintenance items to facto- 
ries. We contact Plumbers, Architects, Engi- 
neers, Purchasing Agents, etc. Headquarters 
Detroit. Prefer quality items. Address Key 
129-D, “DOMESTIC ENGINEERING,” 1900 
Prairie Avenue, Chicago, Illinois. 


ENGINEER, 


JOBBER AND DISTRIBUTOR LONG 
established and well rated desires at- 


tractive lines for Indiana. Address 
ey 115-D, “DOMESTIC ENGINEER- 
ING,” 1900 Prairie Ave., Chicago, Ill. 








FOR SALE 


FOR SALE—OLD ESTABLISHED 

plumbing, heating, sheet metal busi- 
ness in prosperous small town 65 miles 
from N. Y. City. Owner's retiring. Also 
offer business property consisting two 





stores and apartments, garage, ware 
house. ARTHUR HALPIN, Att'y. 
Market St., Poughkeepsie, N. Y 


EEL SEWER CLEANING 
for sale. Latest model and 
Forced to sell at sacrifice. 
CONLEY, 38 Lewis Street, 
York. 


ELECTRIC 
machine 
never used. 
Write KE. D. 
Auburn, New 











Rebuilt Pipe Machines 


24,"-12" Jarecki, mtr. dr. 

2°2"- 8” Williams Rapiduction, mtr. dr. 

1'."- 6” Oster No. 316, mtr. dr. 

l'”- 6” Oster No. 306, mtr. dr. 

1” - 4” Landis, belt dr. 

lo". 2” Landis, belt dr. 

\,".- 2” Landis, motor dr. 

“4”. 2” Oster No. 300, mtr. dr. 

4". 2° Wrolie Williams, mtr. dr. 

All with suitable motors, reground dies and 
regular equipment. Thoroughly guaranteed. 


New Portable Machines for immediate delivery. 


The O’Brien Machinery Co. 
113 North Third Street 
Philadelphia, Pa. 





MISCELLANEOUS 
PLUMBERS’ CONTRACT 





blanks (fine for estimating on small FHA 
jobs), Job Tickets, Time Sheets, Letter Heads, 
etc., for plumbers our specialty. Reasonable 


prices and prompt attention to inquiries and 
orders. Write for samples. 


LOUIS FINK & SONS CO. 
Trades Building, Laurel Springs, N. J. 
SALARIED POSITIONS: $2500 YEARLY 
and up (none lower). Let us try to 
get one for you small cost (‘ongress 


votes billions for materialI!s and salaries. 
Write for Ly ar-bulletin No. R-12 IexX- 
ECUTIVE PROMOTION SERVICE, 


Waskinwton. a 
LEARN 
JOINT WIPING 
and 
LEAD WORK 
in your own shop 
in your own home 


A pest card for complete 
valuable information 


GEO. E. WILLIAMS 


811 W.Lake St. Minneapolis, Minn. 





In BUFFALO. 


@ To know just how much — 
a hotel can be, you must stop z 
the new Lenox on your next Ba 
The spacious guest rooms have 
all new furnishings, including 
new tile baths with tub and 
shower. 
@ The location is perfect ...a 
few minutes from downtown and 
to all terminals, fast buses to 
all parts of the city. Delicious 
meals at moderate prices in the 
Dining Rooms or Lounge Bar. 
SINGLE: $2.00 to $3.50 
DOUBLE: $3.50 to $6.00 
Special Rates for Groups and Families 


OTEL LENO 


NORTH ST. ween DELAWARE 


BUFFALO, N.Y. 































Write for Free AAA road 
map and folder containing 
map of downtown Buffalo. 


Clarence A. Miner, Pres. 
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“IT'S A 
SILVER-BRAZED 
JOINT=-NOT A. 

SOLDERED /7 

JOINT.” 
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“IT'S EASY TO MAKE. 
BRAZING ALLOY IS 
INSERTED AT ae UA 

WALWORTH 
FACTORY.” . 





rhs 








Silbraz Joints made with Walseal Fittings and 
Valves actually make a “one-piece” pipe line of 
copper or brass pipe or copper tubing. 

A Silbraz Joint is a silver-brazed joint, not a 
soldered joint. This modern joint cannot creep, 
nor pull apart under any temperature to which 
the pipe can be safely subjected. Vibration can- 
not affect it. Silbraz Joints are the strongest 
parts of the piping system. You can make a “one- 
piece” leak-proof pipe line easily and quickly 
with Walseal Silbraz Joints. 
































“FINISHED JOINT I$ 
STRONGEST PART 














Bronze Valves with Walseal ends for making 
Silbraz Joints are also available. Walseal Valves 
and Walseal Fittings may be used wherever cop- 
per or brass pipe or Type B copper tubing is used 
for handling a wide variety of fluids including 
hot and cold water, steam, salt water, gases, 
paper pulp, refrigerants, etc. Hundreds of instal- 
lations have proved this beyond dispute. 

List prices and complete information may be 
obtained from your local jobber, any Walworth 
representative, or will be mailed upon request. 


A Silbraz Joint is a silver-brazed joint — not a soldered joint. 
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(. YOUR PROBLEM? 


Your business ...in at least one respect... 
is no different from others: Your market- 
ing problems are constantly changing. 
You must ever be on the search for new 
ideas . . . for new ways to get results. 


No doubt several of your immediate prob- 
lems are indicated here ... all of those 
shown will be threshed out at the 18th 
Annual Conference and Exposition of the 
National Industrial Advertisers Associa- 
tion, at the Hotel Statler, Detroit, Septem- 
ber 18, 19, 20. 

Plan now to get the up-to-the-minute facts 
on the latest ways to do a better industrial 
marketing and advertising job. 


All industrial Marketing Executives 
are Invited to this Conference 


\— 


1940 INDUSTRIAL ADVERTISING CONFERENCE 


Davee . ot MOTEL SIATLOe . . - SEPTEMBER 18, 19, 20 










& 





